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1 Blfi PARADE 


OF STRIKERS 


IN CHICAGO 


•M*AM«M 


Packers Issued Another 


Rosy Statement. 


Run on the Drovers' Bank Continued at 


Chicago in a Modified Form. 


Today. 


Chicago, August 6.—The striking em- 


ployes of the stockyards district and 
their symapthizers to the 
estimated 


number of 30.000 paraded this morning 
over a route In the territory of the 
yards and ending at Oswald's Grove, 
at Halstead and Fifty-second streets, 
where a\ picnic was held and a good 
time enjoyed. Vast numbers of wo- 
men and children were in line. Thej 


JAPANESE LOSE 


13,009 HEN IN 
ATTACKON PORT 


Says Dispatch Received in 


St, Petersburg today. 


Mikado's Forces Converging on 


Yang From Three Sides— 


Hard Fighting. 


Liao 


St. Petersburg, Aug. 6.—A telegram 


from Ldao Yang, today, states that the 
Japanese have lost 13,000 killed and 
wounded in the attack on the Russian 
center. 


Yesterdy and today 54 battalions of 


Japanese attacked the Russian center 
at Hudsiao. The enemy charged re- 
peatedly. Each time their ranks were 
decimated. Our troops then slowly re- 


packers continued to isue rosy state- 
ments of the condition of .their plants, 
Swiff's attorney 
claiming the 
out- 


put of that concern having reached 
Sf. 2-3 per cent of the normal capacity. 
The run on the Brokers' ber.k continu- 
ed in a modified form" this morning 
tut 200 depositors being in line. 


ELECTOR 


On the Ticket Resigns As 


Roosevelt Doesn't 


Suit Him. 


Huntington, W. Va., August 
6.— 


John B Farr, presidential-elector on 
the Republican ticket in the 
Fifth 


Congressional district, resigned today. 
Tarr assigns as his reason that h*. 
wanted to be free to 
act 
without 


party ties to bind him and that he was 
done following blindly after party em- 
blems. 


1 treated and selected suitable positions, 


from which Iftey inflicted terrible loss 
on the enemy with cavalry. The Jap- 
(onese casualties are estimated as be- 
ing ten and thirteen thousand men 
killed and wounded. 


A dispatch received from Kuropat- 


kin this afternoon reports an advance 
of the Japanese army and an engage- 
ment on the 
banks of the Taitsite 


river, but gtves no details of the fight. 


It is reported that the Czar has 


urged Kuropatkin to exhaust every 
means to maintain his position at Liao 
Yang. Another reports says that the 
Russians are so exhausted that any 
rapid movement, such as Is necessary 
to the successful evacuation of Liao 
Yang, is impossible. The Japanese are 
reported to be converging on Liao 
Yang from three sides. 


London, Aug. 6.—A dispatch from 


Nagaski says (he report has reached 
there that Port Arthur has fallen. 


Berlin, A<ug. 6—The National Zeit- 


ung prints a tele-gram irom Tokio, in 
which it is stated that there are five 
Japanese divisions before Port Arthur. 


OHIO WILL BE A 


BATTLEGROUND 


In the Campaign This Year-Great Uneasiness Among 


the Leaders Who are to Manage the 


Republican Campaign. 


Columbus. O., Aug. 6.—The opening 


of the Republican headquarters and 
•the inauguration ot an active Repub- 
lican campaign in the state oi' Ohio 
as early as the first of August, is an 
evidence that the manaser-s of the G. 
O. P. in this- section are net as confi- 
dent of their ground as they' have 


been in recent years. 
that Chairman Dick 
and 
Secretary 


Malloy are both apprehensive about 


have a guiding influence over the af- 
fairs of the Republican party in this 
state. 
Meanwhile Herrick 
distrusts 


Dick and Foraker entertains 
a 
SH- 


premel contempt for both, which they 
heartily 
reciprocate. 
There 
is 
no 


longer any unity in the 
Republican 


organization. 


^Democratic 
conditions have im- 


proved apparently in the same degree 
as the Republican have retrograded. 
The st'f>n2:est men in the Democratic 
party today are united and enthusias- 
tic for Parker and Davis, the state 
ticket and redemption of the party in 
localities where it has lost ground in 


It is no secret the past four years. 


It will he the policy of the Demo- 


cratic mangc-rs in Ohio tlrs year to 


Ohio. At any rate they have already 
begun operations with a view? of hold- 
ing at least the normal Republican 
riurality in the State. As a matter of 
fact these operations were 1-egun some 


WILLIAM F. SHEEHAN, JUDGE PARKER'S INTIMATE FRIEND 


AND POLITICAL ADVISER. 


"Blue Eyod Billy" Shcehan is much In tup public eyp just now as the 


Intimate friend and adviser of Alton B. Parker. Mr. Sheeban was quite oon- 
•f>lcnous in New York politic* a number of years ago and was lieutenant gov- 
ernor of the Empire State. He was once a newsboy in Buffalo and is a self 
made man. It was to Sheehan that the famous Parker telegram concerning 
the.pold standardjrvas sent,... 
_^.. —. . 
^ 
—.-.-~ 


time ago. Private Secretary 
Marsh, 


and Jesse \Veirick-the latter one of 
the smoothest individuals i^er identi- 
fied with a political campaign in any 
ttate—have been quietly conducting 
the early stages of the 
Republican 


campaign from their privaate quarters 
iu the Hartman> hotel for the 
month "and ha\e succeeded very well 
in their effort to attract no attention 
to themselves. 
While 
Republican 


headquarters are presumably in 
the 


Clinton building af the corner of rfigh 
and Chestnut streets, the most 
im- 


portant results of the 
Republican 


management and the most interesting 
incidents of its campaign proceed from 
the Hotel Hartman, where General 
Dick and all his principal associates 
are always quartered. 


Democratic confidence in tbt out- 


look in Ohio is increasing corresr ond- 
ingly with Republican 
apprehension. 


It is known here that Judge Parker 
and ex-Senator Davis, David B. Hill, 
Sheehan, Belmont and all the Eastf-rn 
leaders take a deep interest in the 
Ohio campaign. They are far from re- 
garding the situation here as hopeless. 
It has been pointed out to them re- 
cently by certain powerful influences 
in this state that Ohio may be as de- 
tatable ground as Indiana. Pecul- 
iar and unprecedented conditions gi\e 
rise to this theory. 


The Republicans of Ohio are 1oday 


in a state bordering upon oanic. Con- 
sider for a moment the losses in lead- 
ership recently sustained by the G. O. 
P. in this state. McKinley died, and 
with him all the vast power of the 
national administiation 
concentrated 


on the polities oE his native state dis- 
appeared. The Republican machine 
hardly had time to realize this loss 
before Hanua was stricken 
and. the 


governing power of the party thereby 
dissipated. 
Then followed the nomi- 


nation of Roosevelt, who never -would 
have been nominated if Hanna 
had 


survived and who has no friends of 
consequence today among the men who 


ic ave national issue? with the speakers 
sent here by the national committee 
imd to mai'.e an aggressive fight' on 
state issues with the aid of a large 
ruinber of effective native orators who 
will lend their assistance in the cam- 
paign. The records of the past two 
Ohio legislatures 
will not be over- 


looked, while imperialism,tai iff reform 
ar,d 
c*ie trusts are beins discussed 


froto the ro£-tum. 
The Republicans 


will be put on the defensive at every 
turn and tl.e abolishment of spring 
elections wiil be resented by thousands 
of voters when they tackle the big 
blanket ballot at the polls this fall. 


SHOWS STEFFENS DOOR 


Governor Herrick Orders Writer on 


Reform Matters from His Office. 


Columbus Aug. 5.—Lincoln Steffens, 


the writer on state and municipal re- 
form matters, was put out of the gov- 
ernor's office by Governor Herrick 
when he was here not long ago secur- 
ing material for an article on Ohio. 


"Who is the real governor of Ohio?" 


was among the first question put to 
Governor Herrick when Steffffens be- 
gan his interview. 


"What do you mean?" slowly asked 


the governor. 


"I know you were elected governor," 


continued Mr. Steffens, "but who real- 
iy runs things here?" 


"There is the door, sir," replied the 


governor indignantly. "I'll 
let you 


know I am running things here, anj- 
how. Good day sir." 


J. N. AGAIN DYING. 


New Lev.r^ton. Aug. 6.—A private 


letter received here says that .1. N. 


BABIES 


Born to Three Sisters in 


Different Town on the 


Same Day. 


Hiawatha. Kan.. August G.—On a re- 


(.ent date a tiaugtuyr was born to Mr. 
and Mrs. B. M 
Lichty of Merrill. 


They were snrpn-od later 
to 
neat* 


that a daughter \vas born the same 
day of Mr. and Mrs. James 
Stickel, 


of 
Paddonia, 
and 
even, more sur- 


pi ised when • the> heard of the oirth 
of a daughter on the same date to Mr. 
and Mrs. E. J. Dair at 
Salt 
Lake 


City. Mrs. Stickel. Mrs. Litchy and 
Mrs. Dair are sisters. 


LABOR 


Federation Votes to Aid 


the Eastern Textile 


Strikers. 


Washington, August 6.--A majori- 


ty of the e:;ecutiv committee of the 
American Federation of i^abor navs> 
voted to support the strike of the tex- 
i;e workers of Fall River, Mass. Pres- 
ident Gompers of th« federation, when 
the vole "was recorded, set in motion 
the federation's plan of raising money 
to aid the striker?. Thirty- three men 
and women, identified with the iabor 
movement and In ing in separate sec- 
tions of the country, have been select- 
ed and when the federation's author- 
ization reaches them, they will go out 
among the labor organizations to so- 
licit contributions- 


HYENAS 


Escape from Train and 


the People are Badly 


Scared. 


Erie, Pa., August (!—"While a circus 


train was passing over the Lake Shore 
lailroad, two hyenas ascaped one-half 
mile west of Girard this count>. One 
was killed Vy the train. 
The other 


escaped about a mile east of Girarl 
and is still at large and believed to 
bo in the woods near wher« it left the 
train. 


The animal is said to be one of the 


fiercest of its Kind, and the farmers 
of that section are in a state of ter- 
ror, as are also the residents of Miles 
Grove and Girard 
A posse has been 


formed and will find and kill the brute 
if possible, befoie it can do any harm 
to horses, cattle or human beings. 


SAWS BIDDEN 


IN BANANAS 


IT IS CLAIMED 


Were Passed by Children 


Into Toledo Jail 


For the 
Purpose of Assisting Other 


Youngsters to Break Out of 


Prison. 


Toledo, Aug 


Shannon, Albert 
none over 17., i 
parents, were a 
with an atteirnj 
livery. The pi 
saws concealed 
ed, to Howard 
and Clark Jon. 
spected parent1- 
with the hurc.. 
houses in thi.- • 


'i — Iva England, Kate 
Ball and Rose Dicker, 
hildren of 
respected 


r tested today charged 


T tp execute a jail de- 
-oners 
passed some 


.11 bananas, it is claim- 
Bennett, Orla Toiising 


<:i, also children of re- 


jailed 
and charged 


y 
of 
more than ",') 


ity. 


flRANVILLE 


MRS. ZELLA DfXO\ ADDRESSES A 


MISSIONARY MEETING. 


Tribut<; Paid tc Mrs. Morns a Loading 


Misron.iry Worker—Pt-rsoneii 


Itet7-.s from Granville. 


Granville. O Aug. 6.—The Foreign 


and Home M : - • nary Snciet.v 
of The 


Free, known the country over" as the j Granville Rap; 
• church held its regu- 


"Inunortal J. N.," who is If years old, jlar meeting Fn'lay afternoon on the 
is dying. 
. 
I campus of Shc^ardson college, with a 


large attendance, there Iwing in the 
nighborhood of 75 women present. The 
talk by Mrs. Zella Allen Dixon was one 
of the interesting features of the af- 
ternoon. Her subject was "How Ex- 
tremes Meet." Mrs. Dixon is a libra- 
rian at Chicago, and is thoroughly ac- 
quainted with all the branches of mis- 
sionary work. Mrs. Di.xon will always 
be given a hearty welcome in Gran- 
vme. 


A beautiful tribute was. paid to Mrs. 


Morris, the great missionary worker, 
who has just died very sut'.ue:i;;. :irs. 
Morris was at nhe head of the-Chicago 
Training School for Missionaries. Ua- 
vid Morris, a son of Mrs. Morris, was a 
student at Benison in the nineties. 


A musical selection by Miss How- 


land and Mrs. Burton Case, closed the 
meeting. Punch was served during the 
afternoon. Quite a number of out-of- 
town guests were present. 
The n?xt 


meeting will be held 
in September, 


when H farewell reception 
will 
be 


given Mrs. Ashmore, who joins her 
husband in China. 


Mrs. Mi It. Thornton of Columbus, 


who has been visitiug friends and rel- 
atives here for the past week, returned. 
home today. 


Mrs. W. C. Tight and mother, Mrs. 


Guy, left today for a visit with friends 
in Zanesvile. 


The members of the Bird class are 


enjoying a pleasant picnic at Cat Run 
today. 


Miss Nellie Smith has returned after 


a pleasant visit with friends in Johns- 
town. 


Prof, and Mrs, Spencer ha"ve been 


spending a few days with friends ia 
Zanesville. 


Mr. and Mrs. Hugh Robinson hare 


returned from their wedaTng trip and 
are now at the home of Mr. Robinson's 
father, west oif town. They were mar- 
ried in Colnmfeus a few days ago. 


SEVEN CUILDEN 


DROWN IN RIVER 


AT ALTON, ILL. 


While Bathing in Com- 


pany With Mr. Ri!ey. 


TRAIN 


Knocked Trolley Car Eighty Feet in 


Kansas City Today. 


Kansas City, August G.—A Santa Fo 


passenger train from Los Angeles to 
Chicago struck a Fifteenth strest trol- 
ley cer on a grade crossing today and 
knocked it eighty feet. J. O. Morris, 


of Pleasant Hill., was struck by the 
1'ying car and was killed. Bight per- 
sons were injured, seven 01 them bad- 
ly. 
The laltcr all reside in Kansas 


City. 


PARKER RESIGNS 


OFFICE OF JUDGE 


Democracy's Choice for the Presidency 


Becomes the Untramelled Can- 


didate of His Party. 


Albany, IN. Y , Aug. 6. — AJtjon B. Par- 


ke~r ceased to bo chief judge of the 
Court ot Appeals at A:'M p. 7n. yester- 
day, and became the untramelled can- 
didate of the Democratic party for tne 
president of the United States lacking 
only the formal notification of his nom- 
ination, which \vill take place at Rose- 
mount Wednesday afternoon. 


Wtihout any advance announcement 


or intimation of his purpose, he came 
to Albany, took part with five of tho 
other judges in clearing up practically 
all ot the cases which had been argued 
before the court, and then sent a mes- 
senger to file his formal resignation in 
the office of the secretary of btate as 
the Constitution and the public offi- 
cers law requires. 


Judge Parker's resignation was as 


follows : 


* 
Hon John F. O'Brien, 
* 


* 
Secretary of State: 
* 


* 
Sir: 
I hereby respectfully 
re * 


* sign my office a.s chief Jtidtfe of tho * 


court of appeals of tho Mat'; of * 


* New York, such resignation to '- 
' take effect immediately. 
* 


ALTON B. PARKER, 
* 


* Ro<!<'jmountj TtXop'is, X. Y, Ausr r. * 
* 
1904. 
* 


Thf ticf-i mint in 


inces ot India f l u t i n 
the kilin? or ]'t'.i iia;< 


if central ptov 
1li"^ ro'-ulted in 
and i:iO men. 


Tho jtuc-c of a lemon taken in hot 


water on awakening in the morning is 
on excoH°nt liver corroctne 


The Berlin police have arrest .id ros- 


j taurant keepers for fraud for ha\ing 
'dummy musicians in their orchestras. 


Little Girls B> Clinging to the Man 


Made Him Helpless to Save 


Them From Drowning. 


Alton. 
III., Ausii'-t 0— \Vhilo bath- 


ing in the Mib«is:ppi lat-t nisrht Mich- 


ael Riley, his- daughter, and six of the 
lattei's litt'e girl friends v ore diown- 


cd 
One child, 'n the party, \\as res- 


cued. 


His little daughter beasvt to ?,<) with 


Irm and Rilev took her and seven of 
her friends \\ith 1-im 
"Win n tlioy en- 


tered the \\ater, Riley bade the child- 
ren join hands end they all walked 
along a sand bar. 


Suddenly the .vholc party disarppar- 


eu, ha.ing stepped irom the sandbar 
into the channel. 


The children screamed, .itntin^ to 


i.'-ach the sandbar 
Riley '. • thought to 


krne been made helpless b> the 511 Is 
clinging to him 


Riley v.as '!-i years old, end tl"; age; 


of the childien liov.nfd lauded lioni 
S to 14. 


SULTAN TO FACE 


UNCLE SAM'S 


BATTLESHIPS 


If He Refuses to Grant the 


Demands Made. 


Minister Leishman is Instructed to 


Present Ultimatum—Cable Order 


Sent to Turkey. 


Manchester, 
Hhigland. 
sacrifices, 


from 12.000 pounds- to 13.00.) pounds 
every year by declining to ha\e ade»r- 
tisements on its cart, which are operat- 
ed by the city. 


Washington, Aug. G.—(Bulletin.— 


Acting on the request of the state de- 


partment, the secretary of the navy to- 
day ordered Rear Admidal Jewell, com- 
manilmg the European squadron, to 
proceed with his fleet to Smyrnia. 


Tin'- action it is admitted in official 


cntic?, means that a naval demonstra- 


tion is to be made against Turkey. The 
European squadron consists of thQ 
Ohmpia, Baltimore and Cleveland. 


After tryi'ig for two years minister 


Leishmau succeeded last Friday in ob'- 
taining an audience with the Sultan 
and making personal representations 
in behalf of the United States, but the 
Sultan has delayed his answer. 


Leishman asked that American pro- 


fessional men be accorded the same 
privileges in The Ottoman Empire that 
proie^ional men from other European 
countries enjoy; that more protection 
and libony be allowed American relig- 
ious an.l educational institutions, and 
that the diplomatic rfeiatins between, 
th" United States and Turkey be given 
greate'- dignity by the establishment 
of embassies. 


AN INTERVIEW WITH 


MR. EDW. fl. EVERETT 


Newark Manufacturer Says New Company's Plans 


Are Not Yet Formulated But That Newark 


Will Lose Nothing. 


Mr. Edwc.rrt H 
Everett ireturneil 


from New vorlc 
Saturday morning, 


and went at ono1 to the factory where 


a great deal of work demanding his 
personal attention 
bad 
accumulated 


He was .SOGII very busily engaged, and 
it was at this time that rai A'lvoratf 
leporter called at the office 
He ga/f 


lus name and thj paper h<j repipant- 
ed to a messenger, who tumd Mr. E\- 
ciett out in tho factory. 


Even when r>ii:jijr<vl in mulliMi ion' 


fictails E. II. E\ .iTt is no'c>r too b«tsy 
to be courU'ons ;• n d Knit bat k word that 


IIH. would see 
tin 
reporter in a tew 


minutes. 
In loss than fi'.o lie i P t u i n - 


P'! to the oili< P and a'-kfil tho nrv.sina'i 
liia mission 
I'm \\iis told that tho 


people ol iVwai! 
\er<- \er, •. itallj m - [ 


terest/j'l in 
tli» <i\<><i the iori'i«tiop ' 


oL the Ohio Bottle company, the incor- 
poration ol which was exclusive!} an- 
Bounced in The ^'hucate. ,vould have 
on the local plant as regards, any in- 
nea.se in its extent or equipment, as 
\ ell as an1 thing else he might have! 
to say in regard t" the syndicate. 


' Well, thpie is really nothing to say 


at prc-sent, except what is in the in- 
corporation j'aperj 
The 
new com- 


pany lies not yet elected officers nor 
has an> definite i Ian for the conduct 
•'t its buMi'css vet 
ben 
formulated, 


it 
w i l l take time to arrange details 


fc.i th" maiingeFH nt of a syndicate of 
this niagn'.trde, sjid it is reillv imjios- 


<-'l'If to •-ay anj thing at tl-is time for 


IH bli( a"on 


"A-, to tht> ef''er.t on tho local plant, 


r, t.j/i-. \,;i; not lie d'crea'-pd ncr its 


BARON 
AND BARONESS HENGELMULLER VON HENGERVAR 


LEAVING THE AUSTRIAN EMBASSY. 


One of Washington's most prominent diplomats is Baron T.ndisi.n;s Kengel- 


niuller von Hengervar, the Austrian ambassador who has been stationed at 
the capital for nearly seven years. The baroness, who is a MTV popular en- 
tertainer, was Countess Marie Dunir UorUowska before her marriage. The 
baron is a native of 
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AN OPEN LETTER TO MR. ROOSEVELT 


ON HIS SPEECH OF ACCEPTANCE 


False and Dead Issues Against True and Living Issues. 


TEN QUESTIONS F*OR THE OAAAF»/\1G!N. 


1 
Wew York Worlr] t 


"We are content to stand or fall by 


the record which we have made and 


are making."—PRESIDENT ROOSE- 


VELT'S LETTER OF ACCEPTANCE. 


irfactnrprs to maintain arbitrary high] rreater public bcandal or a more un- 


require a,change of pilots and a return 
to the chart of the Constitution, to th» 
rule ol law and the flag of a neace- 
loving republic. 
" • 


Not for the Democratic party 
but 


for democratic institutions is this v.-rit- 
ten. Not against the Rer<i.iican party, 
but for the Kepublic. Not in the inter- 
est of ofhce-?eekers against office-hold- 
eis, but ir tht spirit ol independent 
thought and action, inspired 
D>~ a com- 


mon desire for the puH"- rood, which 
l.as led to the extraordinary and most 
significant union hi opposition to your 
candidacy of all th'j in.Impendent jour- 
nals of the metropolis that advocated 
the election of- Wr. MtKinipy in 1896. 


The paramount issue of this cam- 


paign is not, as you would have it freu 
trade or free silver, but YOU yourself 
—Theodore Roosevelt. 


This issue is forced upon the coun- 


try by your unusual temperament and 
talents—your own strong, able, ambi- 
tions, resourceful, militant, passionate 


prices in the home market while under- 
selling foreign 
competitors 
in 
the 


markets of the world. 


The fre<; coinage of silver, which was 


the decisive issue in the last two elec- 
tions, is no longer a living question 
though then1, are indications in your 
speech that you will seek to revive it. 
The overwhelming vet diet ft' the poo-. New and Old World," and that 
you 


principled defiance of 
decent 
public 


opinion than IK tl'is transfer of an offi- 
cial investigator and curber of great 
corporations to be a collector of cam- 
paign funds irora them! 


You Pay that jou "earnestly desiro 


friendship with all the nations of the 


pie, regardless of party, in the last two 
elections; the law ot J%0 re-establish- 
ing the gold standard: the enormo'ss 
increase in the world's production of 
gold: the fact that no party and no 
public man of importance, not even 


personality. youi« versatile and surpm-i Mr. Bryan, is now advocating free sil- 
mg genius. 
As the French king saidjver; and, beyond all, the declaration 


of the state, you can with greater truth; of your opi>ononl, .ludge Parker, that 


think "ncaie is ri^ht as well as advan- 
tageous.' 
Can yon wonder that the 


people find it hard to lecognize in these 
pacific utterances the 
Rosevelt they 


have known hitherto? 
A short time 


ago, in urging the creatiop of an ever 
larger navy, the advice you gav.; for 
the guidance 
of tlie 
nation 
was;: 


"Spe ak softly, but carry a big stick.' 


say of the Republican party, "It is I.".he regards me gold standard as "firmlyj Is the man who habitually does this 


y than any of your pre- and irrevocably established"—a d^cla-1 generally "seeking peace?'' 
!>.> you 


jffice ever did, you pro-'ration 
iinrpt-ei - ec'iy 
accepted bv t'..o think that the other nations of the 


your own nomination. You die j St. Lo.iis convention by a vote of 774 ( New World thought that yoa, as lies- 
the platform. 
You edited the'to 191—afford cumulative proof that i ident of this Republic, <real!y, 'desired 
You appointsJ' the silver issue is dead and buried past 


More absolutely 
decessors in 
offi> 


cured 
tattd the platfcrn 
nominating speeches. 
tht campaign manager. 
You moved' "Psurrecticn 
[ 


your Cabinet officers like pawns, to I 
meet the exigencies of your game of. 
You "joast that votir policy is "to do 


politics. By an act of Executive usur-i fair and equal justice to all men ray- 
pation. you addeu many thousands of ing no heed to whether a man is rich 
pensioners to a Toll already contain- c: poor." Can it be maintained that a 
ing a uiiuion n:Lir.e=, in order to make tariff law which enables favored man- 
votes for yourself—the first open u&eaifacturers, in return for big campaign 


peace and fiiendship' witt them vhen 
you wrote in your letter to the Cuuan 
dinner?— 


"Any country whose people conduct 


themselves well can count upon our 
hearty friendliness. If a nation shows 
that it knows how to act with decency 
in industrial and political matters;, if 
it keeps order and PAYS I^S OBLIGA- 


ever made of the National Treasury as'contributions, to levy tribute on the,TIONS, then it need fear ro interfer- 


'wliolebodyof thepeople.is an example, once from the United Ptates. 
Brutal 


of "fair and equal justice?' Who rep-,wrong-doing or &n impotence which 
a party's caiuraigrj chest. 


You have glorified war and threat- 


ened the future pece of the country byjjestnts anti-monopoly and the rights, results in the general loosening ot" the 
proposing a bullying overlordship of'of labor in your Cabinet.' Is it Sec-J ties of civilized society may finally re- 
the other countries in this hemisphere Netary of the Treasury Shaw, tho bank-, quire intervention by some civilized na- 
and offering to constitute the United 
States the Constable and Collector ot 
Europe, in the rotten and irresponsible 
states of Central and South America. 


You, 
have by your recommendations 


er, who preaches that high prices are lion, and in the Western Hemisphere 
a blessing?—or 
Attorney 
General the United States cannot ignore ITS 


Moody, whc has not lifted a finger to DUTY." 
enforce the anti-trust laws?—or Sec- 
Ls not this unmistakably a threat 


•retarv of the Navy Morton, lately a that if any of the republics of Centra! 


to Congress and your signature to its! Vice President of the Santa Fe Rail- or South America fails to 'act with 


road, an ally of the Beef Trust?—or decency'—you being the judge—or if it 
extravagances, increased the national 
expenditures 
during your term 
to 


more than ?2,500,000,000—an excess of 
8211,000,000 over the expenditures dur- 
ing1 President MeKinley's term (which 
includes the expenses of the war ivith 
Spain), and exceeding the 
cost of 


President Cleveland's second term by 
$880,000,000. 


You and the Congress of your party 


have converted a surplus of 
000 in 1900 into a deficit of more than 
140.000.000 for the 
fiscal 
year just 


closed. 


This extravagance is encouraged, and 


• in fact made inevitable, by the high 
tariff and the polities of ".var and im- 
peralism of which \ou are the most 
strenuous champion. The greater the 
revenue from customs the greater the 
temptation for lavish 
expenditures. 


The more colonies and dependencies 
we have, the greater the need of more 
warships, more 
fortifications, 
more 


coaling stations, more soldiers. Every 
high protectionist is a jingo, and every 
jingo a high protectionist. 
These car- 


dinal features of the Republican poli- 
cy are interrelated and 
interdepend- 


ent. They stand to each other in the 
relation of cause and effec.t. 


In view of this surprising record of 


extravagance, it is perhaps not strange, 
hut will be regarded by ithe taxpayers 
as significant, that the words, ''econ- 
omy," "retrenchment" and "reform," 
once the rule of the nation and the 
shibboleth of statesmen. 1o not ap- 
pear iu your entire speech of accept- 
ance—-NOT o:\~CK: 


Secretary of the Xavy Metcalf, a poli- 
tical representative of the 
Southern 


Pacific Railroad?—or Postmaster Gen- 
eral Payne, long the legislative and 
lobby agent of railroad and other cor- 
porations? 


fails to "keep order and PAY ITS OB- 
LIGATIONS ' (as some of the States 
of our Union have failed to pay), it 
"need fear no interference from the 
United States," but that if any or all 
of these states fail to live up to your 


THE TEX 
LIVING QUESTIONS. 


The real, living .burning questions 
f the campaign are: 


I — Rough Rider or Judge? 


Shall the people of thp United States 


have for the next four yr-ars a Pe-rsonal 
or a Constitutional 
;ro\ eminent —the 


sovereignty of a part;, dic-rtor oi- the 
.•sovereignty c-f 
the 
people — a Rough 


Kidor IT a Judge for Chief Magistrate? 


II — Reform and Tariff. 


Shall the tariff never bo revised ex- 


cept with the consent and un'der the 
direction of its beneficiaries — by "the 
tiiends of its abuses- its extortions 
and ;ts discrimination^"— 01 shall it bo 
levised in a judicial spirit by "the 
iiiends c-f the masses and lor the com- 
mon weal?' 


I l l — Curb the Trusts. 


Shall 
monopolies, like 
the 
Beef 


Trust, coi-'.Toiling universal necessaries 
of life, continue to receive the ijrotec- 
tion of a, sheltering tarirf and enjoy 
still longer indulgence in the non-en- 
forcement ot" anti-trust laws, by reason 
Of their 
enormous 
contributions to 


party campaign funds ant' their poten- 
tial influence with party leaders? 


IV — The Abuse of Power. 


Shall the actio:i of the President in 


riddins himself of tho one successful 
tius't'piosecutor in order to placate tho 
corporation —in making 
his 
former 


private secretary and head of the De- 
partmentofCommerce a campaign fund 
solicitor from trie Aery corporations 
he was appointed to "diligently invest- 
igate" — in appointing a railroad cor- 
poration official Secretary of the Nivy, 
and a political agent of the Southern 
Pacific Railrway tp the head of tne de- 
partment to supervise and curb corpor- 


D(> thesa acts of yours give very | standard of order and morality, "civ- 


si rorg backing to your words assert-^ized society may finally require IN- 
iiig equal regard for all classes? 


A REPUTATION 


SAVED 


[Original.] 


Not the martial music, dress :>irade, 


guard mounting, indeed, any or all the 
fascinating attendants of military life, 
can relieve the tedium that comes over 
a remote post when the inmates have 
once seen enough of one another. So 
thought pretty Mrs. Geisnor, the young 
•wife of Lieutenant Earl Gessnor, and 
when it was announced that her hus- 
band's chum at West Point was com- 
ing to join them she was greatly 
pleased. 
: 


For a week after. White's arrival 


he and his friend Gessnor wore in- 
separable: then Gessnor was ordered 
away on a special duty to be gone 
several weeks. He told "White that his 
wife, who was city, bred, found it dull 
at the post and charged him to keep 
her in spirits. 


White began by acceding to bis 


friend's request, but soon discovered 
that Mrs. Gessnor was being carried 
off her feet in a mad pa&sion for him. 
Reserve, even hauteur, on his part 
availed nothing to check her. To avoid 
trouble he secured an order tempora- 
rily taking him away from the post. 


One morning he rode away on horse- 


back. 
Mrs. Gessuor called for her 


horse and rode after him to bring him 
back. Whether her recklessness had 
suddenly become apparent to her and 
she feared his absence might attract 
attention to her folly or whether she 
could not endure his ill opinion, she 
did not know herself. She was shoot- 
ing like a shuttle from one emotion 
to another. 


There was at the post a Mrs. Major 


Walsh, who had long known and looked 
upon Lieutenant White with covetous 
eyes. It so happened that on the morn- 
ing of White's departure Mrs. Walsh 
wa's being driven b'y an orderly in a 
buckboard on the road he had taken, 
end she suddenly came upon him plead- 
ing with Mrs. Gessnor, who sat in the 


POOR BENSON. 


ations (all to 
own campaign; 


..1'ou.sax of, the "great organisations 
known as trusts," that ''we do- not 
havp to pxplain why the laws against 
them were not enforced, but to point 
oi't that they actually have been en- 
forced." This will IIP news indeed to 


You say in your speech of accent- 


ante that 'proipe'ity has come 
at 


home." Are there not many thous- 
ands of workiugrnen who have irreat 
reason to feel that prosperity is de- 
parting? Does the army of striding 


.TERVENTION." and that then "the 
United States cannot ignore. ITS duty?"; 


In other words, you propose that 


you, 
as President of the United States, 


shall constitute yourself the Supervis- 
or and Spcnsor of all the turbulent 
chronically revolutionary, 
bankrupt 


saddle irresolute, 
ning cards into 


That threw the win- 
the hands of Mrs.' 


the victims of the'unpunished and ira- &bam reputlics of the Western Hem 
hampered Beef Trust and the other 
'•'conspiracies in restraint of trade" 
which continue to stifle competition 
and to rob consumers in defiance of 
law. 


Far worse than this political part- 


nership with trusts under the tariff i» 
the blow which you dealt to public eon- 
clence in the. sincerity of >our opposi- 
tion to monopoly by the changes ia 
jour Cabinet on the eve nf your per- 
sonal campaign for election to 
the 


Presidency. 


Thenolitic removal of AttorneyGen- 


cralKnox. just as he had demonstrat- 
ed in one notable instance his ability 
to enforce the law against combining 
corpoiations. after, all previous Attor- 
neys General of Doth parties had tail- 
ed, was a shocking submission to the 
plutocratic power which, with adrnir- 


i sphere, and will undertake to make 
them "act with decp.ncy" and pay their 
debts to the bondholders, speculators 
and usurers of Europe! 


Can even the wildest imagination 


conceive a more grotesque, preposter- 
ous and dangerous perversion of the 
Monroe doctrine than is contained in 
this extraordinary 
proposition? 
It 


combines the humbus of Barnum with 
the hypocrisy ot" Uriah Keep— and all 
to prove, as; you say in your speech, 
that the non-interference doctrine of 
James Monroe is " a living iealify!" 


If tl'C'-c could te devised a more ef- 


fective perpetual invitation to war arid 
trouble than this policy holds out, the 
i/iiagina'tion of diplomatists an.J. the 
combinative instinct of so'.diers look- 
ins for a fight have not yet conceived 
it. 


Can you wondor that the conserva- 


ablecourage you successfully challeng- live business men of the ccunlry. who 
ed in theNorthern Securities case. Bntjtbove ail need stability and security in 
the transfer of Secretary 
Cortolyou! their affairs, want a President in the 


from the head of the Department of 
Commerce—created, us 
the 
law de- 


clares, to make "diligent invesliga- 


White 
House 
whose temperament, 


training ar.ri character 
TV ill 
enable 


them to go to sleep at niffht without 


lion" 'of the affairs of corporations, fear of waking on any morning and 
and. 
as your platform says, to secure learning from f-taniinr headline* m 
ttcLl Ulll*3 • 
j->ijt'k3 
i-i.i\> 
**» -"-*J 
*•'•*• 
v w. ,-- 
-, eiiit^, do 
Y « _ > LI i jJiu-^n." * " ' * ; « ' * * - ' i * - " 
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c&tton operatives, whose wages have' "reasonable publicity to their opera-'the newpatiers that the resident u 


ands of emr'ojes 
dismissed by our partisan blackmail of the very con/or- 


great railway systems share your 
roseate view: Arc- the participants in 


impossible demands— or han been cab- 


auons that were to be investigated. 
nns 
buncombe me^ages that ho 


Mr. Cortelyou. formerly your privatfe wants 'Tenboaris 
alive or 
Ra>suh 


shall this "suirrentier of the P.oush 
Rider" be approved by the- people? 


V—No Corporation Rule. 


Shall .the mle oft corrupt corpora- 


tions in. politics and their controlling 
influence in goveriiirent be further en- 
larged and confirmed by .continuing in 
power a party closgly allied with them 
by the granting of special privileges 
in th? tariff, by the election of cor- 
poration, agents to Congress and to 
State offices, ami through the recon- 
struction of the Cabinet tc meet their 
views? 


VI—Stop the-Extravagance. 


Shall we continue a policy of reck- 


less extravagance, as evidenced by thr 
e .\penclittii a of more than 
$2,500,000,- 


000 dining the last four years, or shall 
we return to a reasonable -economy ? 


VII—Check the Corruption. 


Shall co.Tvption, bred of too long a 


lease of power, as Instanced in 
the 


half-disclosed po&tal 
trauds, in 
the 


land-office scandals, 
in the 
pen.sion 


in the sale ot otlices and ne- 


..otiation cf corn.pt public contracts 
"iy Senators Dietrich and Burton, in 
tne pu- cha.se of a seat in the Senatf 
by the Democra* W. A. Claik ratified 


.i.Iican Senators, and in the -s 


tendency and Executive recognition of 
notorious eorrvptionsists and profes 
sional spoilsmen, 
Vie 
condoned ana 


continued? 


VIII—No ''Big Stick" Bluster. 


Shall the 
altitude of the 
United 


States towaid ionign nations be that 
of a bully "with a "bis stick." and a 
' h'p en his sho'iMer, or shall w<> re- 
liim to the polirv of Waslnnetoi .IP 
Jefferson—"Pea'-c and friendship with 
all nations, entangling alliances with 


- ;.i :I;!IP.L' u;r own business and 


p-'.pectirs olh"- nations, 
to do tho 


or the vi.uims of the strike against, the secretary, was at the heVl ot the Do-Mead." or crdrrini; some of our sou-n- 
evactions oi the I'.eef Trust throwing'partn.ent 
of 
Commerce just 
long -TH ncishbys to/'act fluently and 


their hats over the "fill! dinner- enough to acquire by "diligent inves- "pay their skbts?" 
up 
pail?" 
tigation" such information as would 


These 1'tiniT the results, Ihe lenden 
Desertins your early convictions in v,e useful to the filler of youi campaign 
_ . _ 
. 
_ 


favor of a fifer trade, you cultivate chest. The publu- does not share thisjrie;; ami the dangers of your A-lminis- 
.he mon-ifolistio campaign 
contri1- i-| information. 
There is 
no evidence! tration and you" rolicy, are we nut 


tors of jour party by "standing r>ai",that the law officers of the Govern-1 light ir, saying tliat the paramount is- 
for a tariff higher in its average •!»•>'jment are making use of it to suppress's;,0 of the Section is whether you. ~Mr 
than the tir.liest fa' hedules of the war an(j punish such odious, and oppressive' President, shall lave a vote of aivirov- 
tjn,e—a tariff v hic-h the Ktyniblieaiio. monopolies as the Beef Trust—which a). confidence and encouragement to g» 
of lo'va have dfila-ed to be £ "fehe'.U'r; f onti'ols tho 
creator 
portion of th-'joii in tho court e jou have marked out? 


to monopoly," v.ukfc the Rcimblicans ]m>at s,,r,,iy of SO.OOO noo people. But yc-i \vould have the right »o acfcpt 
of Wisconsin ocmar.d shall ' c revised: ^.private 
and 
r7>-public Secretaryl 
vcur f.i(.(tipn as ;>. -varrant Jrom tho 


in tho interest 
or 
con&iirners, and Cortelyou -- Chairman Cortelyou of;,.c01,]P to cuntuiuc. \o increase and to 


which tens o' thousands of Kerni'nll-j y^y Campaign Commitee—no doubt j intensify the 
F\'ecuti^e ants 


cans iu 
insist shall l>f> !:O'lifi^(1 by :i rpouro--.- 
ity treaty wi*h -'.'anada. 


The principle of protection has been 


maintained by every party that has l;e d^ted president in your own right. 
held power in this country since the col,,(1 havc ]ed you to shift your suc- 


Massacl. i:;etts and elbe^herp'i ]U1OUS R\] that th<> law enabled him to jiavc amazed and aianntd ti;e fnond-; 


loarn of th° iPP.T wrrkines of tho P"- ,>f n^ar^ful. 1fi\M'ii: ;ir'l ^afo ai'.minisira- 
tonual canii>aicn contriiiutors! 


What, sa^o a consuminsr pmbition to 


!>f rir' 
'Jon 


ador-tion of the Constitution, includ- 
ing the administrations of eight .Demo- 
cratic 
President. 
Representative 


Clark. Chairman of the St. Louis con- 
vention, truly said that 'the Demo- 
cratic party is not a free-trade party." 
Protection, however necessary 
under 


some conditions, is both needless and 
unjust when infant 
industries ha\e 


become fcoray ir.onoDoliPS. It ;s 


our 
fnith H li)^ nitellii-ron«' ill'1 


:minu)n s-'fTi.-f and the cr-iisrioii'e of 


[;••> Ar.ioricaii people is too srent to bo- 


ces«ful 
trust 
prosecutor to Quay's' ]ifl,.0 t)laf t]u.y v;\\] ?ivc- a f oaimis^ion 


place as a trust azent in the Senate, 
and to cor vert your confidential priv- 
ate secretary and trust investigator in- 
to a campaign trust fat-fryer, in. place 
cf Mark Harm?., deceased ? 


You boast that "never 1-as the ad- 


ministration of the Government been 
on a cleaner ami higher level." 
We; ,),.jvjiegpd classes sustained by elec- 


appeal to ali hon«-st men -whether in j tion bribes; corruption in high 
the annals of our Government there i.,nd extravagant expenditures from un- 


tijT fo'.r >e;irs ;r. h''< own name to 
chance pilot who is now l)ea<lin:;; the 
?hi). of sfnte toward the roots u^on 
which other 
rer-ublios 
have 
been 


wrecked—tolerated usurpations bv the 
Esec-itive, warlike 
adventures for 


glory; 
contempt for law: 


IX—What V/ill the Filipinos Do to Us? 


Shall we continue the malevolent ef- 


fect upon o'ir.^1 os of so-callod "be- 
i,cvo?ent a'-simil;iiioii' in the Philip- 


• n... uin.i .T is too late to withdraw 
'rein that denlor.inie and vn-Amprican 


>e:iture in .'-siaslic tolonialism— 


'> .'. IIOT-I\, =- a 1 the more dangerous 


t'-e m-)re v.r nupofcc upon them the 
\encer of our 
< <Mlization—and 
until 


the hybrid ami forever alien ,race.- of 
thosp islands .-hnil be incorporated in- 
to our body p'li'iic, to *ast the die in 
our National Co;'\mtions, as the dele- 
gate from Ka'v-> ; did at Kansas City 


(' ; to war«i' 
our,elcctions, 


to s'it,,ifj pur C .ns;rc§fc -awl. eventually 


' to s;o. 
those vino no>v by 


cnnt-fut iind taat.ionx witboi . 


"Let Us Have Peace/' 


ShaM we. fort\ years after the end 


of the war ami after a complete- re- 
conciliation ot' ih«, once hostile States. 
i -iv—dor l \ .1 levival cf.the sec- 


ti^nal is«ues tlv hrp'lc r>' " 
and concord—an-! this when the peo- 
nle rf tho South nave just secured the 
nomination 
o} a 
conservative 
and 


sound-money IVmocrat for President. 


pecially oppresive and exasperating. 
when perverted to enable favored man-|Was ever a grosser abuse of pov\er, a I jast taxes. Honor and prxulence alike feelings? 


V 


the strongest 
n.uional 
and patnotir 


Walsh. 
Conscious of her advantage 


she was in no haste. She waited until 
Gessnor had returned and White had 
returned, then opened a distressing fire 
on White. 


White was no fool. Moreover, he had 


a cool head. The problem before him 
was to save Mrs. Gessnor from the con- 
sequences of her rashness, himself from 
the charge of taking advantage of a 
In-other officer-through his wife and to 
save the friendship existing between 
himself and Gessnor. This problem he 
considered for hours, and it seemed to 
him that every move he might make 
must be in the wrong direction. How- 
ever, he formed a plan and set about 
putting it into operation. He convinced 
Mrs. Walsh that he was not in love 
with her rival, but was iu love with 
her. It is not difficult for us to be- 
lieve what we want to believe, and the 
first part of the proposition was as true 
as the latter part was false. Mrs. Gess- 
nor was much liked by the ladies of 
the post and was above suspicion, while 
Mrs. Walsh was neither liked nor trust- 
ed. So far so good. 
But White could not long be devoted 


to the latter. He must find means at 
once to spike the gun with which she 
•would kill Mrs. Gessnor. 
There was 


also an enemy in his rear in Mrs. Gess- 
nor, who, despite her perilous position, 
could not bear to see the man she 
adored devoted to her enemy. He had 
two women to manage, both of whom 
were in love with him and either of 
whom was liable to commit harikari 
to injure the other. 


One night the officers of the post got 


up a masquerade. It was in the warm 
season and there was to be dancing on 
the parade as well as in the officers' 
mess hall. The weather was superb 
and' the moon at the full. Xo fancy cos- 
tumes could be procured at an army 
po=it, far from civilization, so the la- 
dies made up a number of domir.os of 
different colors which were to be used 
instead. 


During the festivities 
Lieutenant 


Gessnor noticed a masculine figure in 
a yellow domino and a feminine figure 
in" a red domino go out into the open. 
At the same time a figure in n white 
domino slipped up beside Gessnor and 
whispered, "Watch the red." 


Gessnor followed the couple out on to 


the veranda and on to the parade. 
There they danced in a set that was 
forming ns they arrived, after which 
they strolled about, getting farther and 
farther from the masqtieraders till they 
reached a clump of trees back of the 
officers' quarters and sat down on a 
rustic bench. 


Though the couple were in shadow 


Gessnor could see them plainly from a 
distance. Suddenly he saw the man 
take the woman in his arms and raise 
her mask for a kiss. Infuriated, Gess- 
nor rushed forward, tore off the wom- 
an's mask and revealed—Mrs. Major 
Walsh. 


Gessnor, declining to look into the 


identity of the man, turned on his heel 
and left them. 


Such was the result of Lieutenant 


White's plot. He had learned the color 
of Mrs. Walsh's domino, then instruct-, 
ed Mrs. Gessnor to-tell her husband;' 
that she would wear ft red ohe herself," 
but to put on a white one instead, li' 


Mrs. Gessnor who had whispered 


tho words in her husband's ear. They 
bad compromised her enemy and res- 
cued her from peril. 


The next day White at his own request 


received an order from the commandant 
to report at Washington, where he 
was assigned to duty. 
Both Mrs. 


Gessnor and Mrs. Walsh bore an un- 
blemished reputation so far as Lieu- 
tenant White was concerned, but the 
garrison was surprised at Mrs. Walsh's 
departure, soon after White's going, 
for San Francisco, where her husband 
afterward joined her, reporting for du- 
ty at a post near by. 


MAUy COOLIDGE.. 


He'* Sorry XOYV That He Mentioned 


the Ham at All. 


Mr. Benson declares that hereafter 


he is going to tell the straight truth, 
no matter how badly it may hurt the 
other fellow. That is a form of cruelty 
ftfoin 
which 
Benson 
hitherto 
has 


thoughtfully refrained. 
His wife has 


benefited most frequently by his con- 
siderate repression of facts. Indeed so 
careful has Benson always been of her! 
feelings that he has not only withheld 
facts, but even has been known to sub- 
stitute a positive untruth just to, keep 
her from feeling badly. That was what 
he did just before she went to Boston. 
The morning she went away Mrs. Ben- 
son took Benson into the kitchen and 
showed him the ice box. 


'•I know,'' she said, "how you dislike 


eating in restaurants, so I have left 
enough provisions cooked to last you 
for- several days. Here are cakes, pre- 
served fruits, salads and a boiled ham. 
You can make your own coffee and by 
boiling potatoes whenever you feel 
hungry for them you will be spared the 
horror of restaurant fare for at least 
a week." 


Benson surveyed his •well stocked 


commissariat with pangs of incipient 
dyspepsia. 
The prospect of dining 


alone on cold viands and boiled pota- 
toes offered but few more attractions 
than a course in public eating hoxises, 
but his habitual regard for Mrs. Ben-* 
son's feelings prevented his saying so. 
On the contrary, he thanked her effu- 
sively for her tender thoughtfulness. 


'•That ham," said he, "looks particu- 


larly fine. I am anxious to get at it 
now. I shan't step a foot inside of a 
restaurant so long as there is a scrap 
of it left." 


Mrs. Benson beamed with the happi- 


ness of the well doer whose deeds of 
kindness are appreciated by the re- 
cipient 


"I thought you would like it," she 


said. 


The next day when writing from 


Boston Mrs. Benson appended a post- 
cript to her sis page letter. 


"How is the haul?" she nsked. 
In reply to this query Benson wrote: 
"The ham is delicious. I eat it for 


breakfast and for dinner. 
Yesterday 


I happened to be in this neighborhood 
at lunch time, and—will you believe 
me—I couldn't bear to go down town 
again without a bite of that ham, so 
I came in and had a snack. You were 
a trump to leave me so well provided 
for." 


B«WarnidlaTiraiI 


If yoo ha« a siagle ooe of the 


following symptoms : 
HraShe. Indigestion. Coated 
ToneoJ, Backache, Poor Appetite, 
Sallow Complexion. BffiousBMS, 
Exhacs&m. Sleeplessness or Con- 


. YOU SHOULD TAKfi 


VITONA 


The New Way to^Heatth " 


a is not a patent medicine. It Is the presc 
an experienced phvsician— the <cnly rem> 
U prevent the dangerous symptoms nai 
rom developing into fatal diseases. Dott't 
, _____ Act at once. Buy a bottle of Vitona today. 
| Price |IOT. \Vrittraporanteegirai with each bottle. 


* COMPANY 
Coshocton. Ohio 


FOR SALE BY 


J. W. COLLINS & SON, 


37 N. Third St 


NERV1TA PILLS 


Restore Vitality, Lost Vigor and Manhood 


Core Impotency, Night Emissions, Loss of Mem* 


OIT, all wasting diseases, 
all effects of self-abuse or 
excess and indiscretion. 
A. nerve tonic and 
blood builder. Brings 
'the pink glow to pale 
cheeks and restores the 
lire of youth. By mail 


iOc per box. 6 boxes for 


60 
PILLS 
SO 
CTS. 


NervitaTablets 


$2.50, with oar bankable guarantee to core 
or refund tho money paid. Seud for circular 
and copy of our bankable guarantee bond. 


EXTRA STRENGTH 


Immediate Results 


Positively guaranteed cure for Loss of Power, 
Varicocele, Undeveloped or Shrunken Organs, 
Paresis, Locomotor Ataxia, Nervous Prostra- 
tion, Hysteria, Fits, Insanity, Paralysis and the 
Results of Excessive Use of Tobacco, Opium or 
Liquor. By mail in plain package, $1.OO a 
bor, 6 for $5.OO with our bankable guar- 
antee bond to core in 30 days or refund 
money paid. 
Address 


JOHN C, WEST & COMPANY 


89-71 W. Jackson St., - CHICAGO, ILL, 


Sold at the City Drug Store. 


CH1CHESTCR-S ENGLISH 
ENNYROYAL PILLS 
4?«*>h. 
Original nnd Only Senulne. 
. .Alwavs reliable. Ladle*. ns 


In her next letter Mrs. Benson asUed, 


"Hare you any ham left?" 


Thenceforward Bcnsou forwarded to 


Boston daily bulletins of the state ot, 
the ham market For the most part 
this information was conveyed in let- 
ters and postal cards, but on the tenth 
day he rushed into telegraphic activity. 
That morning he had dumped four- 
fifths of the ham into the garbage can, 
so he vclred, with a strict regard for 


"The ham is gone." 
On the twelfth day after Mrs. Ben- 


son's departure Benson received an 
express package from Boston. 
Won- 


dcringly he paid the charges of 75 
cents and wonderingly he unwrapped 
the box. 


'•For the love of heaven!" groaned 


Benson, and resolved thenceforward to 
stick valiantly by the truth. 


Mrs. Benson had sent him another 


ham,—Xew York Press. 


Just Like A Woman. 


Mrs. Scribbler (impressively)—What- 


ever you do, never marry a newspaper 
man. 


School Chum—Why not? • 
"I married one, and I know. Every 


night my husband brings home a big 
bundle of newspapers from all over the 
country, and they almost drive me 
crazy." 


"The newspapers?" 
"Indeed they do. They are just 


crammed with the most astonishing 
bargains in stores a thousand miles 
away." 


A I/ieht Reason. 


"Why are you so happy, old man? 


Pay raised?" 


"Xope." 
"Wife away?" 
"Xope." 
"On your vacation?" 
"Xope." 
"Then why so joyful?" 


. ''I just got my gas -bill and it's only 
hnlf 
what 
1 expected."—Cleveland 


Plain Dealer. 


A Lucky Find. 


Bugs — My! 
Won't 


make nice firewood?. 


these matches 


Papa Spoiled It. 
l 


She—After all, George, I think a pub- 


lic wedding would be better. 


He—And give up the elopement? 
She—Yes. You see. papa has rofus<vi 


to lend us his auiMinobile—so wiiul's 
Ihe use?—Judge. 


L In KED tn<i Cf old meULic bozei. M*l«? 
J with blue ribbon. Take nn other. Ref«B« 


anjcet-ou* Substitutions and IntlUb- 
loiiK. Ruj of joar Druggist, or send 4e. l» 
•t«rop* for Particular** Testimonial* 
fcnd ** Relief for Lmdlci*" m lctt*r, bj r»_ 
turnM*U* 1 0.OOO TesttmoniAls. Sold by 


»U DruffUt*. 
Chlchoater Chemical Co.* 


C*»Cor thii i>»r>e- 
^KadlM» Saturn PU1UU, ***- 


sir* uapsotei 


nf the Bladder and I>i« «»*? 
Kidneys. Ho care ae- V*l- 
Oarea qnloUy a&d £**rfui*r 
nently the worst cue* ot 
ttoiiorrNooa and «l<Mit-v- 
"bo matter of howlnnp sta«£* 
ing. Absolutely hMm)«*?* 
Bo.d by drqggin!*, Ptlce 
«.00, ei fry mail, posiMM* 
$1.0Q,ibOMBi 83.76, 
THE SANTAl-PEP.',<i €@," 


Dol4 *T~City Brae Btara. 


FAT! 


France, Germany 


England 


Japan, -China 
and Mexico 
Each Spend 
Half a 
Million 
Dollars 


for an Exhibit at 


the Exposition j 


FOR A ROUTE 


"LookattheMat 


or THE 


PLWSYLWIAI 


SHORT LINES 


The LAKE AND RAIL ROUTE to 
WORLD'S FAIR, ST. LOUIS 


TIME 


« 
BETWEEN 


Detroit and Cleveland 
Leave DETROIT, daily 
. 
10.30 p. m. 


Arrive CLEVELAND . . 
5.30a.m. 


making connsctiois with all Railroads 
for points East. 


Leave CLEVELAND, daily 
10.15 p. m. 


Arrive DETROfT . . . 
5.30 a. .n. 


Connecting wifh Special Trains foi World's 
Fair, St. Louis, and x«ith D. & C Steamers for 
Mackinac. "Soo," Marquette. Duluth, Minne- 
apolis, St. Paul, Petoskey, Milwaukee, Chi- 
cago and Georgian Bay, also with all Rail- 
roads for points in Michigan and the West. 
Dav Trips between Detroit and Cleve- 
land "during July and August. 


Mackinac Division 


Lv. TOLEDO Mondays and 'Saturdays 9.30 
a. m. and *Tuesdays and Thursdays 4 p, m. 
Lv. DETROIT Mondays and *Saturdays 6.00 
p. m. and *\Vednesdays and Fridays 9.30 
3. m. 
*Cotaia«nc!i!g JanQ I.'t}]. 


Send 2c for Illustrated Pamphlet 
Tourist Rates. 
Scn.l '^c for World's Fair Pamphlet. 


AODRf« 


»,.A SCK4NTZ.G.S &f> T. H.. Detroit. «lch. 


SATURDAY. AUGUST 6.-190J." 
TB1KBWARK DAILY ADVOCATE. 
Page TKrw, 


CREDIT 


FOR 


MAIN 


WOMAN 
& CHILD 


m\ PAYMENTS! 


IF YOU WANT 


4 TRUSS 


We fit you before you 


Pay for it. . 


Collios & Son. 


Druggist, 37 N. 3rd St. 


FOR MEN—A Quick—Sa<e—Positive 
cur e for all Kidney—BladGer and URIN- 
A!RY disorders. Unnatural IHscliarges 
—Inflammations and Irritations of the 
Mncoas Membranes, nermanentlr relieved 
in 3 to 5 days. Warranted harmless— 
noi-injective-icannot prodnee stricture. 
Sold under our Absolttie Guarantee 
to cnre, or money back. 


Price—50^ Caps—SO1 Cents. 
At Druggists, or sent by mail, post- 
paid, in plain •wrapper. 


TrfE SAFETY RJEMEtiY C<W Canton. Ohio. 


Antiseptoi 


used in jour vaginal injections 
pr0¥.n|, and curt* all thelo- 
cnl inflammatory and contagions diseases peculiar 
to women It kiJLs the germs that cause the trou- 
ble Antiseptoid is a non-poisonotis intiseptic. It 
in cleansing, soothing undZhealing' It destro>8 all 
odors and cares Inflammation, TJlceration, Len- 
corrhcea, and all other discharges absolutely. 
Makes You Well, Keeps You Well 


makes life for yon, and for 
those near j on, nqppier, 
hrmhter and better. Full size packages sent pre- 
paid for S 1 .OO. if vonr local druggist cannot sup. 
!>!} you. Small trial package 1 0c. Booklet Fn*. 


ANTISEPTOID CO., Dept. M. 


1 1 2 Daarbom Street - 
CHICAGO, ILL. 


St. Aloysius Academy 
NEW LEXINGTON, O. 


First class boarding school for young 


ladies directed by Sisters of St. Fran- 
cis. 
Course of studies thorough, and 


comprehenive. Special advantage in 
Music, Art and Language. Ideal and 
healthful location. Spacious grounds, 
pifcturesque scenery. 
"For catalogue, 


address, 
Mother Superior. 


7-2-sa-St 


St. A'loysius Academy, 


Perry County, O. 


Weakley & Ballinger 


Tin and Slate Roofing, 
Sheet Iron and Copper Work 


New Armory Building, East Main St., 


Opposite City Prison. 


New Red 4372. 
Old 648K 


NEWS IN BRIEF. 


Shipped to Germany. 


The Newark Machine company has 


just shipped three cars of clover hui- 
lers to Germany. 


Masonic Meeting. 


Special meeting Warren 
Chapter, 


No. (>, R. A. M, Mpnday evening, Aug. 
8th. Royal Arch. 


A New Baby. 


Mr. Amos Yos6, manager of the Bell 


telephone at Dresden, and wire are re- 
ceiving congratulations over the ar- 
rival at their home of a 30 1-2 pound 
baby boy. 


Bishop Potter's Saloon. 


At the religious services to be held 


at Ft. Thomas, Ky., Sunday, Chaplain 


. J. Nave, a former Newark minister, 
ill give a discourse with Bishop Pot- 
r's saloon as rhe text. 


Mining Directors Meet. 


The directors of the" Licking Mining 


company held a meeting Friday after- 
noon at which, the company's business 
was informally discussed, but nothing 
was done for publication. 


Right Arm Cut. 


M. W. Kmiepfer, carpenter at the 


Consumers Brewery, was severely cut 
by a saw this morning in (he right 
arm, seven stitches being taken by Dr. 
Speer. He is now resting comfortably 
at his home at 24 1-2 West Main street. 


Soldiers' Reunion. 


The G. A. R. -veterans are aranging 


to attend the annual meeting of sol- 
diers and their friends at Black Hand 
on Thursday, Aug. 18. The eieetric 
ear round trip rate from Newark will 
be 25 cents and cars will leave Newark 
every hour. 


New Fire Escapes. 


James E. Thomas has placed a fine 


fire escape in the rear of his building, 
formerly knowja as the Woodbridge 
block, leading from the third story^to 
the ground. The third story is occu- 
pied by a number of the" secret soci- 
eties of the city. 


Dancing at Idlewilde Park Saturday 


evening. Daly's orchestra. 
Dd2t 


MINSTRELS. 


Twenty-seven pieces in park band to- 


rn orrcw. 
6-lt 


OPERATIC VAUDEVILLE. 


A novelty combination 
of opera, 


drama, burlesque and minstrel this 
week at Idlewilde Theater. We are 
catering to your pleasure. 
8-l-6t 


There will be services tomorrow at 


Trinity church. 


There will be a regular meeting of 


Local No. 7J, I. A. F. S. 13 at Trades' 
Council hall at 5 p m., Sunday, August 
7. All members are expected to attend 
as business of 
importaiice is on 


land. 
JAS. HARRISON Sjc. 


Builders Exchange Outing. 


The final arrangements for 
t 


Builders' E>change outing at Buckeye 
Lake, Tuesday, Avgust> S, are now 
completed. All members arc request- 
ed to bring their families and friend 
and take the 9 o'clock car for the 
lake. 


Al Ipersons wishing badges will pro- 


cure same f'-om. committee. A fine pro- 
gram has teen arranged. 


Close dcwn your business lor 


day. 
Give jour families a days 0»l- 


ing. They will be welcome. 


J. S. DUDLEY. 
E. J. KOOS, 
B. W. r.RANT, 


8-6-2t. 
Committee. 


NOTICE. 


Parties owing the Newark Saving! 


Bank company who desire to pay their 
obligation before the report of the re- 
ceived is filed, will take notice that IShe 
report will be filed with the Common 
Pleas Court an Aug. 11, 1904. 
S-6-lt 
A. A. Stasel Receiver. 


Mrs Guy Ports, who has been quite 


ill, is somewhat better. 


A Solemn Duty. 


A solemn duty which we owe society, our children and our- 


selves is that nothing which can be done to assist nature 
at that time when our wives are to become "mQth'e/s 
should be left undone. 
Of all the countless detail* to be 


observed at such a time, no single one is of more 
importance than the bodily welfare of the expectant 
mother; she must not experience undue suffering 
through any lack of effort on our part 
MOTHER'S FRIEND 


should be the recourse of all real men and women at such times; it is 
easily obtainable, and it is a positive crime not to procure it Its offices 
are to relax the muscles and tissues intimately associated in this greatest 
of the Creator's phenomena, and by simple external applications a result 
is obtained which at the appointedtime permits the mother to undergo her 
greatest joy with fortitude, and-bring into the world a child worthy of its 
parents. $1.00, all druggists. Our book " Motherhood " sent free. 
% 


BMDFICLD REGULATOR OO., Atlmntm, O«. 


SUDDEN 


WAS THE OfcATH OF MLBJS. PHIL. B. 


SMYTHE FRIDAY MORNING. 


While She Had Not cton 
eJI For 


Several Days Utnecs Was Not 


Regarded as Serious. 


Mrs. Addle Smythe, wife of City So- 


licitor Phil B. Smythe, dtetl very sud- 
denly at her home, 45 West Main 
street, about 5:30 o'clock Friday exen- 
ing of acute sciatic rheumatism which 
struck her heart without a moment's 
warning. 


Mrs Smythe had not been, in the 


best of health for two or three days, 
but was not confined to her bed and 
no serious consequences were thought 
of, in connection with £er illness 
which had been diagnosed by t^vo phy- 
sicians as sciatic rheumatism. 


On Friday she felt much better, and 


In the evening about 4:30 her father- 
in-law. Attorney B G. Srnjthe, a-sked 
ter if she would like to tiiks a short 
ilde. She replied that as that day 
was the ninth 
anniversary of her 


marriage and she had not been well 
enough to prepare a celebration, Phil 
and she had arranged to have- a sup- 
l.er prepared at Scballer-'s restaurant 
to be brought to their rooms, and she 
aid not believe she could go. 


The elder Mr. Smythe then left and 


with his wife took a street car ride 
going to the park, then to the Child- 
Ten's Home and back to the square, 
where the shocking- intelligence was 
conveyed to him that his son's wife 
liad just died. 


Mr. Charles Sehaller brougfiT the 


supper in, and began to spread, it up- 
on the table, but Mrs. Smythe insist- 
ed on doing this work herself, so Mr-. 
S«-haller left. Phil followed him into 
the hall and to the head of. the steps, 
vhere he paid for the supper and 
Mr. Sehaller left. Mr. Smythe retutrn- 
ed down the hallway when he heard 
Ms wife scream and call-bis name, 
and just as he entered the loom sho 
fell to the floor and in a few moments 
expired without a struggle. 
. The deceased was Miss Addie Slick, 
daughter of the late Philip Slick, of 
near Cottage Hill, Muskingum county, 
who died about' two years- ago. 
She 


was aged 30, and leaves a mother.' 
two brothers, Judson and Basil Slick, 
three sisters, Mrs. Emma Durkin, of 
Lame- Mrs. Susan Broks, of New- 
ark, 
and 
Miss " Clara, who lives 


at home. 


Mrs. Smythe was in every respect 


a most magnificent woman. She was 
endowed with strong mental powers, 
a disposition and the firm capabilities 
to make a home, which she loved. Her 
devotion to her husband, and tn all 
the manifold duties of her 
useful 


life, were qualities which, "were noted 
by her acquaintances, and endeared 
her to a large circle of friends. 


In every ?phe>-e of her usefulness 


Mrs. Smythe was never found want- 
ing in one jot or title of her duty, 
and her life can. 
and 
undoubtedly 


will be an Inspiration to all who were 
fortunate enough to call her friend. 


The funeral will take place from the 


home of B. G. Smythe, on 
North 


Fourth street, at 2 o'clock, Sunday 
afternoon, Rev. J. C. Schindel conduct- 
lug the services. , 


"MURDER" 


Was the Cry Which Aroused Fifth 


Street Residents Early Sat- ~ 


urday Morning. 


Two alleged rivals for the fayoirs of 


a young -^oman, met on West Main 
stret early Saturday morning,' and a 


__ 
* 


Cgbt followed, or rather a pursuit race, 
as one of them after a blo^r. or t 
had been struck, r*n on Fifth street 
beturen Main 
and 
Church, yelling 


'"murder" at he top of his voice. All 
the inhabitants ol that vicinity were 
arouaed 6y the blood-curdilng shrieks 
No one was badly hurt. 


American-made idols are becoojlng 


quite popular in Korea, and large Of 
ders are being placed for their manu- 
facture here. 


How'* Thltr 


We offer One Hfwdrad D«Un nward tor 
any case of Catarrit tbfet catUkot tM cured by 
H*U'« CttMTh Cure. 
F. J. CHENEY. Prop*. Toledo. O. 
We, the undemlgned, hare known F. J. 


Cben«r for the l*st 15 yeer*. and believe 
him perfectly 
honorable in alll bnitnew 
transactions and financially able to earry 
out any obligation* made br ttelr Inn. 
Weet * Tranz. Wholesale Dninrfata. Toledo. 
Waldlnc, Klnnan C Varrlo. Whole Dng- 


tfitt*. Toledo. O. 
Hall'* Catarrh Car* to t*k*ft Internally 
•cUnt directly «pon the blood and sraeoM 
•nrfaem of the •yttera. Price ffic per bot- 
tle, told by all DranM*. TeettmoBtato 
ain't nadir rait «• t»» 


ABOUT PEOPLE. 


Thomas Talben was in-Columbus 


yesterday. 


James Contin of Warerly, was in 


the city. yesterdaj. 


George M Allen is spending the day 


st Buckeye La^p 


J W. Hi:nter or Hadoter was in 


the city Thursday. 


Sami'el Lamb^rson of Coshoctoiv 


wns in the city ou Friday. 


.Miss Nellie Jkruue left this ifcorn- 


uig for Clef elana and Dululh. 


Mr. Char>«» Ma gee of Cleveland, is 


lor a mori \i---4jL 


Mjrs .M#ry Jeffries left f«.r Caicago 


this morning. 


Mr. C. A. Foster of Miudletown, is 


the guest of Mr Carl Weiant. 


Mrs. A. T. Ahvard is seriously ill at 


his home on Tenth street. He became 
iiiuch worse Friday night. 


Miss Clara Knisht of Boston, will 


Le the guest of Miss Florence Ring 
next week. 


The families of A O. Kern and Chas. 


Hamrick are camping at Buckeye 
Lake. 


Miss Lucy Connell is spending a 


couple of weeks with friends in Co- 
lumbus. 


Mr. and Mrs. W H ChUcoie haye 


returned home from their trip to Cal- 
ilornia 


D r. A. W. Beanl and family. -r.111 


leave Sunday for St Louis to visit th 
World's Fair. 


Mrs. J. L. Zhnrceiman of Columbus, 


is visiting her sisters in the city for 
a few days 


The families of Mr. W. W. Neal and 


Mr. Edward Kibler spent Tuesday at 
Buckeye Lake. 


Mrs. Arthur Hatch, his wife and 


daughters left for a trip to Sandusky 
and the lakes. 


Thomas Mc-Nemamy of Jacksonville, 


Athens county, visited his friend Mr. 
TiYank Verheyen, Friday- 


Mr, and Mrs. John Theurer are via 


iting the relatives of Mrs. Theurer at 
Liekskillet, near Chillicothe. 


Harry WildmaTi and Charles 
Abel 


attended the doi'bie-header base ball 
game at Columbus yesterday. 


A. F. ChHcott imd W. E. Laird leave 


Sunday for St^ Louis, and the World's 
Fafr, for a week or ten days. 


Mrs. Fannie Evans and Miss C.:ara 


McVay of East t-treet left yesterday 
lor Camp Sjcher at Mt. Vernon, 


Mrs. Narcessa Connell and daughter, 


Anna, went today to Columous where 
they ;wijl visit relatives and friends. 


S. W. Deiiing Mt for his horro in 


tiidiapspolis this morning, while Mrs. 
Deming will remain here another 
W«ek. 


Mr. and Mrs. Funk returned today 


tc their home in Lincoln, Neb., after 
a two w.eek"' visit with friends 
Newark. 


Andrew 
Loughman 
and 
C. A. 


Bounds left today for Altoona, Pa, 
to work as linemen for the American 
Railway company: 


Myer Hall who has been home on a 


furlough for two months, will return 
Sunday evening to his 
company at 


Fortress Moi.roe, Va, 


B. & O Conductor Wilnam Lamb, 


who was injured in the accident at 
Wilmington, has recovered from his 
injuries. 


Vif'S Harriett fierce and Miss Mary 


Cope, who ba\ e oeen the guests of Mr. 
and Mrs. A F. Crayton fcr the past 
ten days, left today for Canton. 


Mrs. Wallace M. Rank and children 


left today for Gaiufeier to attend the 
funeral 
of her 
unetei Mr. Wm. J. 


Smith, who will oe buried Sunday. 


Miss Brennr n has returned home aft- 


er a monthc visit "with relatives in 
Cleveland She was accompanied home 
by her cousin, Helen Mponey. 


Jiypps Shaw, v.fao represeui^ 
the 


Eernfeeim distillery at Louisville, Ky.; 
,the largest in the world, ^a« the guest 
ol John H Moore Thursday. 


Misses N'tllic Long and Theresa Die- 


bold will leave this evening for St. 
Louis and iV world's fair. They ex- 
pect to be gore aoout a month 


Mr. C. F Keynplds bos returned 


from the Ea*-t where he n&s bt-en the 
guest of M: and Mrs. George Van 
Fossen. 


Prof. E L Shaw of the New H^mp- 


thJre AgricvlturaJ College at Dunham, 
fs spending a fev days with his par 
ents in Chem Valley. 


Mrs. William 
Flemming. after 
a 


pleasant vj=it with her daughter, Mrs. 
G. \V- Koler and family on East ?'.xtb 


avenue., returned to her home in New- 


ii.—Lancaster Kafl«. 
Mrs. Coyne aa£ daughter have re- 


turned 
home from a plea</in< visit 


with Mr and Mrs. Barnett at Akron. 


Edward 8e»ry and daughter. Ethyl, 


of Findlay, have returned home. Mr. 
Seary was nailed here by the death of 
his father, the Inte John Seary, of 
Jaeksontown 


Mrs. 
Kellie Kemp and Mttle daugh- 


ter, Or.^ce, of Kokomo, Ind, are vis- 
iting her parents, .Mir. and, Mrs. D. T. 
Fatcly on Valandigham stieet. This 
is her first visit in two years. 


Mr. Charles S. Haines. the popular 


B. & O, Uiiidiiluai» aCCOALli&Iu,cU. l>j lu£ 
wife and daughter, fcas gone for a 
three weeks' visit with Mr. Hain§s' 


rents at Belaire, O 
The Misses Hyacinth and Katharine 


Sulivan, 67 German street, have gone 
for an extended visit with their undo 
and aunt, Mr. and Mrs. J. A. Tones, of 
Chicago. 
HOME COMING 


OF FORMER NEWARK PEOPLE ON 


LABOR DAY. 


Newark Trades and Labor 
Council 


Proposes Home Coming Day 


For September 5. 


Tho general Labor Day committee 


of the Newark Trades 'and 
Labor 


Cruncil will make an effort to have 
1-abor Day, Monday, September 5. also 
a Home-coming Say for former resi- 
dents of Newark and Licking county. 


The idea has met with favor among 


the members, and the business men of 
the city, and should "form one of the 
attractive features of a day which the 
Trades and Labo~ 
Council 
already 


propos to make 
a 
memorble 
one. 


There are hundreds 
of 
families of 


former Newark people residing in Co- 
lumDus, Cleveland, Cincinnati, Fittb- 
btirg and other surrounding towns, 
whose members look back with fond 
memories ot happy days years ago in 
Newark, and scores of friends who 
have also loft the old towji but would 
return on such a day. 


The program of the day includes a 


monster trades and industrial parade, 
local sports, band concerts day and 
evening; balloon, ascension and para- 
ch'itf drop by Prof. D. H. Gille-«pie; 
high wire, bicycle and 
trapeze per- 


formances by the 
famous Melroses; 


speaking by labor leaders of national 
reputation; flrewoik's and a grand ball 
at Brennan's Hall in the evening. 


AH these attractions will be produc- 


ed in the heart of the cily 


There will be P meeting of all La- 


bor Day committees at Labor Hall at 
10 o'clock, sharp, tomorrow morning 


Receiver's Report. 


Keceiver Stasol. of tfhe 
S:vving3 


bank, will make his report to thi- court 
August J1. 


PROBATED 


IS THE WILL OF THE LATE MR. W. 


G. TAAFEL. 


Deceased Had $8,000 Life Insurance 


But Part of This May Be 


Forfeited. 


The will of W. G laafel, late re- 


ceiver of the Newark Saving •bank, has 
been admitted to probate, and K L. 
Weisberger, his father-iu-law, has been, 
appoir^ed executor. The deceased in, 
his will bequeaths, to hjs wife, Blwa^ 
eMh J. Taafel, all his possessions, con- 
sisting of 238 shares of stock in. the 
Citizens' Electric Light 
and 
Power 


company, His residence, No. 408 on 
East Main street, and three houses 
east of First street, held by deed con- 
veyed to him. A4so Ris insurance, con 
sisting of |3 000 in the Masonic Insur- 
ance company, |2,00i) in the New York 
Life Insurance company; 52,000 in (he 
New "Vork Mutual and all other insur- 
ance held by him: also |500 stock in 
the Newark Savings bank, paid up He 
specifes that ail Ws debts be paid. 


It was said that one insurance policy 


of $'i 0^1 will not '><> "aid as tftp policy 
is said to contain a forfeiting clause 
in ease of suicide. On the other hand, 
it is claimed that tjie courts have de- 
cided that an insurance company can 
not enforce that forfeiting clause. 


/"> 
.. 
N 
Consumption * 
JT 
st 


Nearly aU early cases can 


Expert phy- 


_ 
siciaas tell us they rely 


largely on three things—fresh air, good food, and Ayers 
Cherry Pectoral. Follow your doctor's orders. 


THE WANTS. 


WANTED. 


Wanted — Dishwashers. Apply at 71 


North Fourth street J A. Pound- 
stone. 
8-6-3t* 


Wanted — Situation by a young man 


of cipvilittn-c, f.s ciclk iu aiulc. call 
speak, read and write several lan- 
guages. Address Mill\oi. this of- 
fice. 
8-6-2t 


Wanted — OiEce girl. A P. Tenscher, 


ladies* massage parlor, TOOTE 19 Lans- 
ing block. 
8-6-3t* 


A'anted 
— Enargetic, 
trustworthy 


man or woman tc work in Ohio, rep- 
iresenting large! manufacturing com- 
pany. Salary !f<iQ to $90 per month, 
paid wekly; expenses advanced. Ad- 
dress with stamp. J. H. Moore, New- 
ark, Ohio. 
8-6-2* 


FOR SALE. 


For Sale — New 5 room house in 


Wehrle addition. Gas fc; light and 
fuel. Price $1500. 
Inquire of Ed 


McDonald, 26 South Second street. 


For Sale—We have just completed one 


more modern G-room house on West 
Main street. The price and terms 
are right. Newark Real Estate and 
Improvetr-ent Co. Both phones. No. 
14 North Side Square. 
8-5dtf 


Wanted— A good boy or voung man 


to run a delivery \\agon. Chas 
Metz & Bros. 
5d2t 


A QUART OF MILK 


tnda package ofJKLL-Q !CE CRSA^f POWDER 
ie all that I* required to make n«»rlytwoqn»rt» of 
dcUcioui ice creapu Everything elM in the pack- 
age. Simplr itir in the milk and freeze In the unial 
way; make* the nicest ice cream you aver ate. 
Order a package to-daj. you will be highly pleated. 
Fonr kinds- V»nilla, Chocolate, Strawberry and 
Unflaroiwt. At all grocer* »c.;« package* (or ttc. 


Wanted—Energetic ladies or gentle- 


men to canvass. 
Apply between 4 


and 6 p m. at 29 1-2 South 'Ihird 
street. Room 3. 
5d3t* 


Wanted—A reliacle and energetic man 


to represent us in Newark taking 
orders for our tea, 
coffee, bakin? 


powdfr, spice and 
extract 
with 


premiums; will pay a liberal com- 
mission to our representative and 
big inducements to the customers. 
Apply with reference. The Great 
Atlantic sicd Pacific Tea Co.. 4ft W. 
Fifth St., Cincinnati, O. 
4d6t 


Wanted—To buy a light horse and 


wagon; also a meat block. Enquire 
221 and 223 S. Fifth st 
5d3t* 


AVanted—You to know that we can 


put new rolls en your wringers. \Ve 
fix anything. Al Parkinson -3 1-2 
West Main street. Old phone, Union 
Go3. 
5-24dtf 


Wanted—Ladies with sewing machines 


to work at home on linen • goods* 
Everything sent frre. Send address- 
ed envelope to Household Credit 
Co, 212 Vanderbilt Building, New 
York. 
7-30d6t* 


Do not judge me by what "freaks or 


fanatics" say against mt-, but romo 
pud be crnvincel of mv 
marvelous 


power. 
I do- what others claim. u> do 


Prof A J Andrews, claitvoyant and 
palmist. 
Palm 
reading, ladies 
-if- 


cents, gent5 50 ce'its. 


Lady :n attendance 


I move and raise houses. B. Pendleton, 


290 
Buckingham street 
Citizen 


phone. White ^052. 
7-13dlm 


FOR RENT. 


For Rent — One sido of new double 


house, six roomt, bath, fi.rnace etc. 
No. 230 Granviile street. Inojure at 
250 Granviile street 
S-6-31* 


F"r Rent — 14-room house on Hud 


son avenue. Bath, hot end cold wat- 
er, modem improvement a. Call at 
272 Hudson awmie. 
S-6-St* 


For Rent—Six houses; also 25 bouses 


for sale. Inquire Wajne Collier, 
First National Bank bit's. 7-2:-12t 


Rees R. Jones' Bargains for 


This Week. 


Fine 8-room house on W. Locust st. 
Lot and two houses in sfouth End, 


?J,500. 


8-room house and 3 lots, North End, 


|2,200. 


Corner lot and 6-room house, East 


End, |1,500. 


New 7-room house, West End, $3800. 
G-room house 1 1-2 acree of land. 


$',800. 


5-room house and barn, new, North 


End, $1,000 


6-room house, two lots on car line, 


$1,000 


Modern 8-room hopse. North End, 


$2800 


New 10-room house on North Fourth 


street, $3,000. 


Also other property that will pay 10 


and 12 per cent. 


Have you city property to exchange 


for farm land? We will give you bar- 
gains. 
7-30-6t 
REES R, JONES, Agent. 


For Sale—On long time, five houses, 


located at 22ft Elmwood avenue. 269 
and 271 North Fourth and two dou- 
ble houses at 264-265 smd 2t).'-26S 
North Fourth street. All bar-gains. 
Call on N. B. Wilkins or Rees R. 
Jones. 
8-4d26c 


For Sale—Ice cream parlor $200—$100 


down and balance to suit purchaser. 
Inquire at 3S4 West Main street. 4-3 


For Sale—A nice lot on Wing street, 


that any boy can pay for. Price 
$275—only 810 cash and W.OO 
per 


week. Newark peal Estate and Im- 
provement Co Both phones. No. 14 
North. Sidu Square. 
&5dtf 


For Sale—20 per cent on your invest- 


ment in 60 days, if imested in Io8 
50 x 150 on Wing street Price $306, 
L S Lake 13 1-2 South Side square. 


For Sale—7-room modern cottage and 


barn on Hudson avenue. Must be 
sold; owner going away. 
Newark 


Real Estate and Improvement com- 
pany, 14 North Side Square. Both 
phones. 
' 
8-2dtf 


For Sale or Exchange—5-room house 


and barn. Will take vacant or small 
piece of land, 
reasonable 
teims. 


Newark Real Estate an'd Improve- 
ment Co, No. 14 N. Side Sauare. 
Both 3h'on«s. 
" 
8-5dtt 


For Sale—Ne.w 7-r.ooni house in West 


N»wark; piped for gas, both lights 
and fuel 
Will trade or sell on easy 


terms. R. S. Johnson, 92 Pine 
street. 


For Sale—Refrigerator, size 6 x &. Aa 


good as new. Cheap if sold soon. Ad- 
dr^ss letter to Box 1C. W., care of 
Advocate. 
7-9dlm 


Best Ice Cream in city. 5 gaL lots at 


75c gal. Single gal $L The old es- 
tablished Kandy Kitchen. 
7-7dlm 


FOR. SALE. 


Dr Emery's home on Woods avenue, 


No. 243. The best and most conven- 
ient house for the money in Newark. 
Pnce ?2,600 
8-4-St 


Strayed — Bay horse, black mane and 


tail, from premises at £67 Wilson 
street 
An\onp giving information 


of same to above address ->vil be re- 
warded 
8-6-3t* 


Lost — One Saturday, between the 


Auditorium and Pine streets, by way- 
of West Main street, a lady's gold 
watch. Finder regarded by return 
to Advocate offite. 
?6-3t* 


Real Estate. Transfers. 


L. Benton Tussing and wife t<xFrank 


B. KeHar, real estate in. Newark town- 
ship, $8.40. 


Charles M Johnson to Cabin I* 


Cordray, real estate m Hanover town- 
ship. ?475. 


NOTICE 


For fresh, tracked and cooked meat. 


call at 45 North Fourth "Hreet 
Wo 


have the best at the lowest prices. 


Boiling meat, 6 to 6 centa per pound 
Roasts. ICc per pound. 
Stakes. 12 1-2 ajud 15 cents 
Promirt delivery. 
AVe solicit your 


patronage. Both phones. 


J, C. Barter Propr. 


Veterinary Surgeon, 


58 South Fifth Street. 


All calls promptly attended to. 
Den- 


tistry and Surgery a specialty. 


Both 'Phone*. 


WHITE. SEAL. FLOUR 


IS A PERFECT HIGH-GRADE FLOUR. ASK YOUR GROCER FOR IT. 
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TERMS OF SUBSCRIPTION? 


tingle copy 
--2 eent" 
PsUrered by carrier, per week 
10 ceatt 


IF PAID IN ADVANCE: 


Dellrered by carrier, one montli 
I 4? 
Delivered by carrier, six months 
2 2a 
Delivered by carrier, one year 
4 aO 
By mail, strictly in udvatiee. one year., i M 
By mail if not paid m advance cue 


year 
300 


All *nbscribers -wno arrange to pay at the 
•fflce are subject to a call from the collector 
If payment la not made when due. 


Democratic National Ticket. 


For President, 


ALTON B PARKER. 


of New York. 


For Vice President, 
HENR\ C,. DAVIS, 
et West Virginia. 


DEMOCRATIC STATE TICKET. 


Secretary of State, 
A. P. SAMJLKS, 


ot Ottawa. 


Supreme Judge, 


PHILIP .1- HENN12R, 


ot" Cincinnati. 


Clerk of Supreme'"Court, 


PERRY MAHAFFEY, 


of Cambridge. 


Dairy and Food, Corrmissioner 


QUINLIN M. GRWATT, 


of "Wooster. 


Member of the Board of Public Works, 


JAMES H. FERGUSON, 


of Springfield. 


. For Congress 


J. E. HURST, 


of Tuscarawas County. 


DEMOCRATIC COUNTY TICKET 


Auditor, 


C. L. RIL,E7, 


Sheriff, 


WILLIAM LINKS. 


Recarder, 


'J. M. FARMER. 


" CommiESioner 
J. B. BROWNFIELD. 


Infirmary Director, 
*5. C. MORRISON. 


i'-County Surveyor, 


FRED S. CULLY. 


The Chicago Tribune, the leading 


Republican paper of that city, has riot 
a -word of fault to find with the Demo- 
cratic nominee for president and vice 
president. When the Tribune speaks 
of tEem it is with the highest respect 
for their ability and of their states- 
manship and patriotism. 


Business men, generally speaking, 


are very much afraid of Teddy Roose- 
Telt. The business men, the independ- 
ent press of the country are against 
Mr. Roosevelt in this campaign. They 
prefer safety to danger; peace rather 
than war; prosperity rather than ad- 
Tersity. It is this class, of individuals 
•who have the votes to 
control the 


elections. 


Time was when Mr. Roosevelt made 


great pretensions as a reformer. He 
wanted to reform everything—even 
many things which did not need re- 
forming. High political ideals was his 
battle cry. But his subsequent course 
has shown that it was all sham. There 
seems to have been no sincere convic- 
tion. In order to secure the privilege 
of dictating to his party, he not orily 
assents to. but lauil-; the worst things 
for which the machine bosses of rho 
party stand. 


Judge Parker has tendered his res- 


ignation to The governor of New York. 
and it will take effect in time for the 
vacancy thus created 
on the bench 


to be filled at the coining election In 
doing this Judge Parker simply fol- 
lows the strict line of conduct he has 
marked cw.it for 
himself, 
and dem- 


onstrates anew that the 
Democrat!'; 


party has nominated a man of high 
ifleal-3- and" the co'itage to Mve up to 
them, 'ijudgp Parker believes- that it 
is incompatible with the (lignitv and 
Eon-political character of the bench 
for a man wearing the errnin0 to en- 


Difficult 
Digestion 


That is dyspepsia. 
It makes life miserable. 
Its sufferers eat not because they want to, 
-but simply because they must. 
They know they are irritable and fretful- 


but they cannot be otherwise. 


They complain of a bad taste in the 


mouth, a tenderness at the pit of the stom- 
ach, an uneasy feelin? of puffy fulness, 
bead&cbe, heartburn and what not. 
Tho eSectual remedy, proved by perma- 
nent cures of thousands of severe cafces, is 
Hood's Sarsaparilla 
" " BLOOD'S I'lLLb are the best cathartic. 
I 


in poi 
!ti<ul *-trif«'. l{;nli"r than 


a position in the event oi" the elec- 
tion re-suiting in his defeat he resigns 
and becomes an indtpenoVnt citi/.fJi. 


The Cincinnati Enquirer says: 
'1 he expensese oi the government 


have been steadily growing at an enor- 
mous rate. 
The congiesional appro- 


priations during the first administra- 
tion of Mr. Cleveland 
amounted 
to 


?8G8,oa7,075. inning the Harrison ad- 
ministration they were $1,217.^:51537. 
In the second Cleveland administration 
they were Imilt up to 
$1,30!»,478.GOG. 


'I hen v-ame McKinley's administration 
with 
$1.9m;.i:;u;ii. 
The 
Roosevelt 


administration haf- leaped ureatly over 
the two billion mark and produces the: 
lecord of $2,449,228,ri45. 


All ci' which is very true. And good- 


ness knows how much jrreater the ex- 
penditures if the present dictator in 
the White Home should bo given fiee 
rein for four years more. 


THE NEWARK FRATERNITIES 


THE DIFFERENCE. 
(N. Y. Herald, Ind.) 


".Mr. Roosevelt represent!; Imperial- 


ism. Judge Parker lepresents Democ- 
racy as it was understood by onr fore 
fathers, the feigners ttf the Declaration 
of Independence, as it was unflerstood 
by the men who fought for that inde- 
pendence and as it should be under- 
stood by us who have inherited that 
independence." 


OPERATIC VAUDEVILLE. 


A novelty combination 
o! opera, 


drama, burlesque and minstrel this 
week at Idlewilde Theater. 
We are 


catering to your pleasure. 
S-l-Gt 


Suicide Prevented. 


The startling announcement tha.(. i 


preventitive or suicide had heen dis- 
covered will interest 
many. A run- 


down system or 
dispondency invari- 


ably precede suicide, and something 
has been found that will prevent that 
condition which makes suicide likely. 
\t the first thought of self-destruction 
take Electric Bitters. 
It being a 


great tonic and nervine will strength- 
en the nerves and build up the sys- 
tem, it's also a great stomach, liver 
and kidney regulator. Only .'iOc. Sat- 
isfaction guaranteed by Frank D. HaJI, 
druggist. 


DO YOU WANT A 


NICE HOME? 


Build it with CEMENT BUILDING 


BLOCK, the very oest material in the 
world for HOUSES, 
CHURCHES, 


BUSINESS BLOCKS OR-ANY OTHER 
BUILDINGS, 
FOUNDATIONS 
OR 


WALLS. 
CHEAPER than any other 


material and at the same time BET- 
TER. We can also save you money 
and at the same time give you the very 
best goods on the market in HARD 
WALL PLASTER AND PLASTER 
LATH. If you use or need 
PORT- 


LAND CEMENT, we are in position to 
quote a. very low price. We are using 
CEMENT at our works in large quan- 
tities and are thereby able to name a 
price that will get YOUR BUSINESS, 
if you give us an opportunity to quote 
you on this article. Come to factory 
and let us give you our prices on your 
material. 
NEiWARK ARTIFICIAL STONE AND 


PLASTER CO. 


NOTICE. 


The next regular meeting of Local 


136 Carpenters and Jointers Union will 
be held Monday night, August S. 1004, 
at the Redmans Hall, oo West Side of 
Square. 
S-S-d5t 
J. M. BELL. 


OPERATIC VAUDEVILLE. 


A novelty combination 
of opera, 


drama, burlesque and minstrel this 
week at Idlewilde Theater. 
V7e arc 


catering to your pleasure. 
S-l-Gt 


Low Fares to Columbuss—Excursion 


tickets to 
Columbus, account 
Ohio 


Slat" Fa'r. w'H he fold August 29th to 
September 2, inclusive, from all sta- 
tions nn Pennsylvania Lines in Ohio. 
For further information consult Ticket 
Agents of Pennsylvania Lines. 


Very Low Rates to Columbus, Ohio 


—Augu=t 21) to September 2, inclusive, 
the Baltimore & Ohio Railroad com- 
pany will sell excursion tickets from 
all local stations In Ohio to Columbus, 
Ohio, at rate of one fare phis 25 cents 
for tho round trip, account Ohio State 
Fair, good for return until September 
::, i.'io;. 


SUMMER TOURIST~RATES to Pu- 


eblo, Colorado Springs, Denver, Salt 
Lake City and Ogden, via the Missou- 
ri 
Pacific Railway (the 
Colorado 


Short Line). Tickets on sale June 1st 
to September 30th. Final return limit 
October 
31st. 
Liberal stop-overs al- 


lowed. Double Daily Service from St 
Louis to Colorado and Utah. Pullman 
Drawing-Room Sleepers, Dining Cars 
and Free Reclining Chair Cars. 
Un-j 


excelled service and quick time. 
For, 


further information, address A. A. ' 
Gallagher, D. P. A.. No. 419 Walnut 
street, Cincinnati, Ohio. 
| 


, 
nl _ -_ 
i 


Crtss Bros., undertakers, 68 E. Main. 


Modern Wcodmen of America. 


Cedar Camp, No. 1727, last Wedne'S- 


day evening held a rousing meeting 
with J10 present, and several applica- 
tions were presented and ballottsd on. 
There were I en candidates present and 
they were iritiated by the degree team 
and the 
efficient 
officers 
of Cedar 


Camp. 
Eighty members, officers and 


degree tjeams came over from Calum- 
bus to witness Die work oi this camp, 
and went home with new ideas and 
loud jiraNes for tho work as put an 
here. 


Aifter the work a smoker was given 


the visitors and a general good time 
had. 


Cedar Comp will charter a car to re- 


turn the visit on the night ot the iSth 
of August. 


Since last meeting Cedar Camp lost 


one of its members in the death of A. 
M. Ryan, by drowning. 


<5> 
<J> 
<S> 


The I. O. F. 


Whereas—God. the supreme ruler of 


all in his infinite wishom has seen fit 
to remove from our midst by 
the 


hand of death, Brother Harry Handel. 


Whereas, Brother Handel's lite and 


character as a member of this order 
and as a citizen of this community de- 
serves to be suitably commemorated 


Be it resolved by Court Licking. 1318 


Independent-Order of Foresters, that 
while we regret and deplore the un- 
timely removal hence of our brother 
and companion by the infinite power 
and providence that moves in myster- 
ious ways His wonders to perform, we 
are humbly, yet .sorrowfully, resigned 
to the decree of the infinite in our be- 
lief that he doeth all things for the 
best and that it is appointed unto all 
men once to die. and for the loss of our 
brother we nave profound regret and 
sorrow and to those with whom he 
lived, and loved, and especially to his 
sorrowing widow we send a message of 
love anu sympathy. 


S. W. Haight. 
' ' 


Charles Brtmer, 
P. J. iJ'airall 


Committee. 


« • < & < £ 


A. O. U. W. 


Golden Rod Lodge will hold its an- 


nual picnic at Idlewi'lde Park on Fri- 
day Aug 19. Nearly all the arrange- 
ments have been completed to make 
this a red letter day event in lodge an-- 
nals and. it is hoped that all members 
of Golden Rod Lodge will be present 
at the next meeting 1o discuss the 
plans and transact 
some important 


business in reference to this picnic. 
The picnic commilitec was very fortu- 
nate in securing a ball bame between 
Zanesvile and Idlewilde at this picnic, 
which in itself will .prove a very stong 
attraction. 
A motor cycle race will 


also be a lea-ding feature of the day. 
and other events to be pulled off will 
make this a day of interest and pleas- 
ure to all. Large delegations will be 
here from Zanesville, Columbus, Bucy- 
rus, Marion and Toledo. A big time is 
looked for on A. O. U. W. day, Aug. 19. 


f> <s •* 
Masonic, 


A stated communication of Acme 


lodge, No. 554, will be held on Thurs- 
day night, when there will be work in 
the degrees. 


A special meeting of Waren chapter, 


No. 6, R. A. M.,.will be held on Monday 
night for work in the Royal Arch de- 


Knights of Pythias. 


There will be something doing at the 


next meeting of Roland lodge, Knights 
of Pythias. 
The members will have 


to attend in order to find out what this 
important business is. 


«> «> <*> 


The Camels. 


The special meeting of 
Monarch 


lodge. No. 66. held Thursday night was 
largely attended, and resulted in ar- 
rangements for one of the biggest pic- 
nics ever seen in Newark. 
Commit- 


tees 
were 
appointed 
at 
follows: 


Amusement committee. Rees R. Jones, 
chairman; George Hogufe. C. W. Par- 
shall. Charles Burbauer, Jos. 
Mosu: 


printing and program committee, R. F. 
Williams, chairman; 
W. L. Palmer, 


James Parkinson; 
tee, H. A. Bailey. 


baseball 
commit- 


chairman: James 


Shaw, James Lannigan. James Moser 
J. W. Rutledge; ticket committee. J. 
W. Rutledge, chairman: gate commit- 
tee Dr. J. G. Shirer,, chairman; badge 
committee. J. A. Seward, chairman: 
prize committee, J. W. Rutledge, Dr. 
J. G. Shirer. 


Dr. C B Kellar who was sent by Mon- 


arch lodge 
to 
Zanesville Thursday 


evening to carry an invitation to Al- 
pha lodge of Camels 
in that place. 


Invitations will also be extended to 
the lodges of Coshocton. Shawnee. | organization, was referred to a corn- 
Mansfield/ Glouster, Nelsonville' Byes- J mittee to report at the jiext National 


ville and other surrounding towns and 
large delegations from "each place are 
expected. 


Among the many attractions to be 


offered will be two ball names, min- 
strel show, prize bicycle, horse, wheel* 
barrow, sack and running races and 
numerous other track events which 
will be arranged for. 


Every body is invited to bring their 


baskets and come to Idlewilde park on 
that day and make this OIIP of the big- 
gest and best picnics ever held in New- 
ark. 


Dr. C. B. Kellar who was sent to 


Zanesville by Monarch lodge to carry 
an invitation to Alpba lodge, No. 45, 
M. O. C., reports a great deal of en- 
thusiasm manifested and says that ful- 
ly 400 people will come up irom Zanes- 
ville over the interurba.il road. 


<$> <e> «> 
Odd Fellows. 


At the last meeting of Mvrtle Lodge 


of Odd Fellows of Granville, the fol- 
lowing officers were installed by Dis- 
tirct Deputy Grand 
Marshal 
Henry 


Welsh: 


Noble Grand—Charles Harmon. 
\ice Noble Grand—Fred Williams. 
R. S. to N. G.—John Smith. 
L. S. to N. G.—Dr. King 
Warden—W H. Sanfonl. 
Conductor—T. A. Jones. 
R. S. S.—Perry White. 
L. S. S.—Fred Ramsower. 
Outside Guard—Harry Thomas. 
Chaplain—Henry "Welsh. 
R. 3. to V. G.—A, M. McMillen. 
L. S. to V. G—John Messenger 


3> <8> 4» 


The U. A. O. of D. 


At the last meeting of Grove 14 of 


tht Druids, five applications for mem- 
bership were received and will be act- 
ed on at the next regular 
meeting. 


There was a large attendance and the 
grove is prospering .financially. 


The grove had a grand and success- 


ful picnic last Suday 


Grand Noble Arch. ,Thomas of Day- 


ton, inspected the books of the grove 
and found them correct. Every mem- 
ber is expected to attend at the nest 
meeting to consider and ballot on the 
new applications. 


<S> <S> & 


K. O. T.iM. 


Octagon Tent held<a regular review 


on Frida eyening, quite a good number 
of knights being present. D. S. H. Mc- 
Cleery, who was a delegate from this 
district, to the tenth tri-ennial co>». 
ventioii of Maccabees held in Detroit, 
was present and addressed the mem- 
bers concerning the work done at this 
convention, it was unanimously de- 
cided to invite Former Great Record 
Keeper Ed. L. Young, but now Great 
Commander by appointment, to 
be 


present at a future meeting. At this 
time it is expected to have the work of 
the convention more fully explained, 
an announcement of which wT" appear 
later. 


<s> <*> <•> 
A. P. U. 


A largely attended and enthusiastic 


•session of Newark council No. 1, was 
held Thurcday evening. Four new ap- 
plications were received. The utmost 
good feeling prevailed and the merg- 
ing of the American Protective union 
with the American Insurance union was 
freely and frankly discussed. 
The 


American Insurance union, was repre- 
sented by Dr. George \V. Hoglan, Na- 
tional secretary, and C. C. Holeribeck, 
National editor, who congratulated the 
American Protective union upon its 
splendid and successful sick and acci- 
dent plan of insurance which now by 
the merger becomes a new department 
of the American insurance union. 
Newark council, by a practically unan- 
imous vote ratified the consolidation 
of the two organizations and thanked 
the supreme officers for their interest 
and success in the movement. Next 
Thursday's session v,l\\ be a "red let- 
ter" 
occasion. The A. I. U. 
<legrer-> 


team of Columbus, numbering sixty 
members will give a public exhibition 
of the degree work. 


* < ? > • « > 


The A. O. H. 


The state convention of the Ancient 


Order of Hibernians will be held at 
Youngstown ne\t veelc, August 9, 10 
aud 11. The locai unision will attend 
and it is expected that many of the 
members will make arrangements to 
go. The National con\ention was held 
in St. Louis two -we* ks, ago, at which 
James E. Dolan was ro-elected Nation- 
al president. .Tarno T. Carroll of Co- 
lumbiis was elected National secretary 
anl \vil! make that city the henanuar- 
ters for the transaction of National 
business. 


The matter of National and State in- 


surance, now governed by each state 


convention, as well as the buiMing of 
a national home aged and 
infirm 


Hibernians. 


The convention was the most enthus- 


iastic in the history of the order. M. 
J. Barry of Columbuts, a frequent vis- 
itor to Newark, and who has many 
friends in this city, is a candidate for 
the office of State president next week. 
Local division No-1, has unanimously 
endorsed Michael J. Barry for the po- 
sition. Mr. Barry has for the past two 
decades taken an active part la main- 
taining and upbuilding the principles 
of the order. Brother Barry 'is 44 years 
of asrp; born in Ireland arid a mFrnb>r 
of the A. O. H. since he became of 
age. 
He was county 
president of 


Franklin county four years and has 
held various offices in his division 
for many years past. The Capital City 
has. several divisions and over 62 coun- 
ties in the state have indorsed Mr. 
Barry and^his election is practically 
assured. 


The health of the Newark division is 


good, the membership constantly grow- 
ing and the order is doing good for the 
Irish race and Christianity. 


MINSTRELS. 


See Hadj Lessik, the Arab, at park 


tomorrow. 
0-lt 


A CASE OF IT. 


Many More Like It in Newark. 


The 
following case is I.tit one 'of 


many similar occurring daily in New- 
ark. 
It is an easy matter to verify 


its correctness. Surely you cannot 
ask for better proof than such a 
conclusive evidence. 


Mrs. George Graff 
of 
25 Spencer 


street says: 
"I had a terrible bad 


L-aek which successfully resisted 
all 


efforts in the way of medicines and 
poms plasters to relieve it. It was 
just across the lo:ns where the great- 
est strain falls so that I could not get 
up when I was down. I awakened in 
the morning scarcely able to shift my 
body. As 1 moved about at my house- 
hold work I was often in actual tor- 
ture. For three months I suffered all 
the time until one day a 
neighbor 


gave me a few doses of Dean's Kid- 
ney Pills. I took them and the bene- 
fit was so apparent I sent down to 
Crayton'? drug store and procurred a 
box! Before very long I discarded the 
plasters, the kidnpy secretions looked 
clear and natural and had not a pain 
in n.y head and back." 


For sale by all dealers. Price -50 


cents. 
Foster-Milburn Co.. 
Buffalo, 


New York, sole agents for the United 
States. 


Remember the " name Doan's and 


take no other. 
. 
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$1.50—EXCURSION—$1.50. 


MARIETTA AND PARKERSBURG. 
On Sunday, August 1 the B. & O. R. 


R. will sell excursion tickets Newark 
to Marietta, Ohio, and Parkersburg, 
W. Va. Fare for the round trip only 
$1.50. Special train will leave Newark 
at 7: So a. m., returning will 
leave 


Parkersburg at 5:30 p. m. 


OPERATIC VAUDEVILLE. 


A novelty combination 
of opera, 


Crama, burlesque and minstrel this 
week at Idlewilde Theater. We are 
catering to your pleasure. 
S-l-6t 


LABOR DAY PRIVILEGES. 


All parties desiring privileges for 


Labor Day, such as stands, booths, 
etc., ttill apply^o. 


A. S. DONALDSON, 
E. A. GUILEBRT, 
CHAS. M. McNEAL, 


Committee. 


• 'Phone 6161 white or red. S-1-mws-tf 


GRANVILLE 


LOAN AND REAL ESTATE. 


ACKLEY & McKINNEY. 


City and farm property for sale. Give 


them a call. Office at Ackley's Store, 


Granville. 
2-dlOt 


People who are always trying to be 


some one else succeed in being nobody 
at all.—Chicago Tribune. 


Clearance Sale1 


^ Off 


ON flLL STRftW 


ANY STRAW HAT IN THE HOUSE. 


25 Per Gent Discount 


On all Misses and Cbildrens Oxfords and Sandals. 
We mark all goods in plain figures. You can 
figure the discount yourself. 


Reduced Prices 


On Men and Women's Oxford Ties in New and 


Desirable Goods. 


THE KING 60. 


Where Gash Wins. 


NEWARK: 


Warehouse i Storage Co. 


Do a General Storage Warehouse 
Transfer and Drayage Business. 


•W" 
"^jf 
"W ^ 
worry about packing and shipping your 


^ /^L i S*^^ "^^^^ l"'ousenclcl goods, or in fact anything 
"*• •** 
•*• •* Jr 
when WE can do it for you. 


Ths average person does not understand such matters, 
WE call and get your goStis, crate trunks and machines, which 


is necessary in shipping; take them to depot, attend to 
shipping, 


pay freight, secure and return, you ,the bill of-lading without you 
leaving your home. 


Do Not Fall to Gall Us on New Phone No. 1147 


We invite the public to call and inspect our place. 


Office and Warehouse on Railroad between First and Second Sis. 


WITHOUT ft RIVAL FOR TONE, TOUGH AND 
DURABILITY 
Vose Pianos 


Sold Only by 


MUNSON MUSIC 60. 


27 W. Main St., Newark, O. 


Free 
Wine 


We want to send you FREE, costing you abso- 
lutely nothing, a trial bottle ot ''Drake's Pal- 
metto Wine." Drop us a postal and it comes a- 
humming. You know that 'nay back in bible 
timespeople took wine "for thestomacVssake." 
But the modern grapewine isnotsrood eitberfor 
stomach, brain or pocket. "Drake's Palmetto 
Wine" is vastly different. It comas gushing 
from the palm-fruit of our own sunny South. 
It is a superb appetizer, tonic and nerve-bracer. 
It cleans and purifies the blood and thus feeds 
brain and In awn. it builds up athletes and 
nourishes thinkers. 
Drake's Palmetto Wine 
Is also a natural medicine. It is a wonderful 
specific for constipation, flatulency and all 
dj speptic troubles. It positively heals catarrh 
of nose, throat, stomach or bowels. It regulates 
perfectly the liver, kidneys and bladder. For 
women it is a true God-send. A tablespoon dose . 
dailvcuresall those troubles.The winehasa rich, . 
appetizing smack and plucks you up instantly. ' 
We Prove all This by Sending You 


a Frit Trial Bottle on Request. 


DRAKE FORMULA COMPART. Prate Bldf., ClklgO, ID. 


READERS TAKE NOTICE 
JD™**'* 
nLnULIIO Innk I1UIIUL 
Palmetto 


Wine" is 75 cents at dm* stores for a large 
bottle—usual dollar size—but a trial bottle is 
sent to you free and prepaid if you write for it. j 
Sold at Hall's Drug Store, Newark, O. j 


This is 


Your Chance 


TO SEE THE 


World's Greatest Exposition 


At ST. LOUIS 


APRIL 30th TO DECEMBER 1st 


THE ONLY OPPORTUNITY OF 


- 
THE 
K I N D IN A LIFETIME 
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"Look at the Map* 


Worlds Fair Short Lines l 


CHICAGO *$ 


For Further Information Call on or AddreM J. IL WORTH, Ticket Agent, 


SATURDAY, AUGUST 6, 1904. 
THE NEWARK DAILY ADVOCATE. 


How Much 


or,how little you need in 
Clothing and Furnishings to 
carrj you through comforta- 
bly till Fall, you want them 
of the approved styles and 
weight. 


If you come here for them 


you can buy this kind at our 


ODD AND END SALE 


Gut Prices. 


Which does not detract from 
style or comfortable feeling. 


We quote prices on Men's 


and Boy's Suits today. 


§15 and $16 50 <fr <fl A 
suits, now... N> • Vi 


$10, $12 & $13 50 Ci -f 
suits, now 
N» « " 


fowoto$10.su:!s$5.00 
See Window Display 


GEO. 


HERMftNN 


No. S W> Side Square 


Get out Your Old Hats! 


g, 


OLDHRTS 
MADE NEW 


_ 
mt* 
" 
Jj 


Silk Hats 
Stiff Hats 
Soft-Hats 
• 
•' 


Panama Hats 
Straw Hats 
Cleaned by the New York Broad- 
way Hatters Association, D. 3 
Smith proprietor. 


Will permanently locate in the 


City of Newark in a few days. 
"Watch for location. 'We will pay 
attention to cleaning and pressing 
your clothes—day or night 
D. L. SMITH. 


HAY FEVER 


Season is almost here and it Is now 
time to begin treatment to ward off 
the attacks. 


THE NATIONAL VAPORIZER 


—With— " 


VAPORAL TREATMENT 


Has given the best results with Hay 
Fever of anything we ha^ve seen. You 
can have 


FREE TREATMENT 


With this Vaporizer at our store to 
test its merits. 


We have a large line of 


MANICURE GOODS 


Which are of the first quality and will 
please you. Have you tried the Har- 
nisch Nail Enamel? 
It is the finest 


yet. We have it at 


HAUL'S 


DRUG STORE 


Fine Candies 
Choice Cigars 


At HALL'S DRUG STORE. 


Prank Myllus 


Upholster, Carpet Cleaner 


Both Phones. 


NEWTON CHAPEL. 


Mr. and Mrs. John Richards? and Mt. 


and Mrs. Charles Wilson and son Roy, 
took dinner with William Layman and 
family Sunday. 


The Sunday school scholars at this 


place, are planning for a picnic to be 
given in the near future. The date will 
be announced later. 


Allen Stewart and sister Edith spent 


Sunday at R. B. Stone's. 


Mr. William Wilson visited at Geo 


Stewart's a few days last week. 


Mr. and Mrs. John Lambert and Mrs. 


Nelson Wilkins spenji 
Sunday 
the 


jocfc* rjf ^T~ ;ir;£ "^Tr^ 
T^fO™* 


Miss Lula Layman visited her broth- 


er in Newark a few days last week. 


Earl Claggett spent 
Sunlay 
with 


Calvin Layman. 


MORGAN CENTER. 


John Woodruff and family attended 


the funeral of their aunt at Center- 
burg Saturday. 


Marshal Davis died at his home Fri- 


day moming of cancer and 
dropsy. 


The funeral was held Sunday at 10 
o'clock at Owl Creek. 
He leaves a 


wife, three sons and five daughters to 
mourn his departure. 


Born, to Mr. and Mrs. James Shields 


Sunday morning, a nine pound son. 


Mr. and Mrs. Sanford 
Vernoti of 


Smithville, were the guests of rela- 
tives here last week. 


Auph Clutter and Miss Ada Emswil- 


ler are attending the teachers' insti- 
tute at Mt Vernon this week. 


Fred and Besie Cooksey spent last 


Sunday with Centerburg friends. 


ST. JOE ROAD. 


Mr. and Mrs. Ray Phalan entertain- 


ed their friends at a dance Wednes- 
day evening. 


Mr. George Alberry drove to Colum- 


bus Wednesday. 


Miss Mary McKinney left for West- 


ernport, Md., and Bedford, Pa., and 
other eastern cities Thursday. 


Mrs. Effie King is very sick at the 


home of her parents. 


Mr. and Mrs. B. J. Mattingly enter- 


tained about sixteen yottng "people at 
'iheir home Friday evening in honor of 
their son Christopher's birthday. 


Misses Burnadette Cush and Made- 


line McKinney attended the birthday 
party in honor of Miss Zada Hoover 
of Johnston Saturday. 


OPERATIC VAUDEVILLE. 


"A novelty combination 
of opera 


drama, burlesque ard minstrel this 
week at Idlewilde Theater. We are 
catering to your pleasare. 
8-l-6t 


End of Bitter Fight.. 


"Two physicians had a long and 


stubborn fight with an abscess en my 
right lung," writes J. F. Hughes of 
DuPoni, Ga, "and gave me up. Every- 
body thought my time had come. As 
a last resort I tried Dr. King's New 
•Discovery for consumption. The ben- 
efit I received wa's striking and I was 
on my feet in a few days. Now I've 
entirely regained my health." It con- 
quers all coughs, colds 
and throat 


and lung troubles. 
Guaranteed by 


Frank D. Hall, druggist. 
Price 50t 


and $1.00. Trial bottles free. 


MINSTRELS. 


See Hadj Lessilc. the Arab, at park 


tomorrow. 
6-lt 


FOR SALE. 


Mrs. Palmer, No. 59 Walace street, 


has for sale, as administratrix, two 
valuable properties, one at the corner 
of North Fourtff and Wallace streets, 
and the other on Wallace street. All 
:n good condition, one House nearly 
new. 
8-3-10t 


$1.50—EXCURSION—$1.50. 


MARIETTA AND PARKERSBURG. 
On Sunday, August 7 the B. & O. R. 


R. will sell excursion tickets Newark 
to Marietta, Ohio, and Parker.-burg, 
W. Va. Fare for the round trip only 
?1.50. Special train will leave Newark 
at 7:35 a. m., returning will 
leave 


Parkersburg at 5:30 p. m. 


NOTICE. 


The next regular meeting of Local 


136 Carpenters and Jointers Union will 
be held Monday night, August 8. 1904 
at the Redmans Hal!, on West Side of 
Square. 
8-3-dot 
J. M. BELL. 


HAIR TELLS CHARACTER. 


Color of Hair Said to Indicate a Per- 


Bon's Temperament. 


Many people believe that blonde, or 


light hair denotes affection and dark 
hair constancy. A person without hair 
Is not devoid of character; far from it. 
The disposition of the average bald- 
headed man is to show such solicitude 
for the welfare of others, that he neg- 
lects himself. A germ causes baldness. 
Prof. Sabouraud, of Paris, France, in- 
nocculated a rabbit with Dandruff germs, 
causing it to become totally bald in five 
weeks' time. To rid the scalp of these 
dangerous germs it is necessary to apply 
JCewbro's Herpicide. 
"Destroy the cause—you remove the 
effect." 


Sold by leading druggists. Send lOc In 
stamps for sample to The Herpicide Co., 
Detroit, Mich. 
C. T. Brlckcr, Special Agent 


Read the Advocate Want Column. 


AVEEK'S= 


! Society and Club \ 


EVENTS 


Mis.3 Olive JeftYrs of Suirmit street, • and Mrs. A H. Pier 


entertained a lew friends Thursday aft- 
ernoon. 


Miss Elizabeth *\\>ber entertained 


Mrs. Stevens and 
sous, \\ ednesday 


{•veiling to a MX c clock dinner, at her 


in tl'e East End. 


Mrs. 
Jessie 
Elliott 
will 
en- 


tertain next Thursday at her home on 
Hudson avenue, in honor of Mrs. S. 
\V. Peming of Indianapolis. 


Mr. ar-d Mrs. L,*N. Flory of Gran- 


nie, gave a delightful picnic at Eack- 
eyo Lake, Thursday, in hcnor of Mr. 
and Mrs. S. W. Doming of Indianapolis 
The party lowed to Peaeli Island and 
liad dinner at Mr. J. A. Flory 's cottage. 


>j _ 


Mrs. Fred Sites and Mrs. Anson 


White ga\e the third of a series of 
parties on Thursday aften.con at the 
borne of Mrs. Sites on Hudson avenue. ; 
There' were about Iwenty-iive gicsts 
P'esent. It was a thimble party, but 
card tables were provided for any who 
wished to p'ay., 


Misses Emma and Adria Harrison 


entertained a few of their friends at 
there home on East Main street, from 
two until six. Those present were: 
Gladys Ayers, Vema Kean, Annabel 
Conrad, Mildred Robe, Joser-hine Mil- 
liard, Katheiyne Sturgeon. 
Mable 


fihamp Frances Stone, Bernice John- 
Mjn, Violet Hughes. Mae Jefer, Helen 
Hillier. Clot;'e and Olive Howard. 


One "of the most 'charming events of 


this week was the biithday party giv- 
en at the home of Mr. and Mrs Karry 
Marple on Elmwood avenue, in nonor 
of their daughter a nineteenth birthday 
anniversary. Miss 
Neva 
received 


many beauMful and 
useful presents. 


Games and. music was the diversion of 


i lie evening. In the game contest Miss 
Tithe! Kuppinger of Denver Colo., car- 
ried off the first prize while Miss Lucy 
Johnson, was; the proud o»vner of thn 
booby, and Mrs. Beitha .Coomey Roe 
charmed the company with her beau- 
tiful' songs. The house was tastefully 
decorated vith nolte& plarts and cut 
flowers. 


Mr. and Mrs. Lr. S. Stoner entertain- 


ed at their home on Evans 'street on 
TEursday at dinner a number of their 
friends. 
Those i-resenut were Mr. 


ind Mrs. Jacob Stoner of Johnstown, 
VIr. ard Mrs. C. Dispennett and sons, 
"Ilaud and 
Augustus of 
Johnstown, 


Mrs. F K. Butts of Cohrabus, Mrs. 
Farmelia Sherman of Flredericktown, 
Ohio, the latter being in tin; 81st year 
c.f he>- a:re 
Mrs. James Stevens of 


Vewark, whc is 02" years old, was also 
piesent, as was Mr. and Mrs George 
Stoner 
of Evanston, 
"Vvyo. 
There 


\vere four generations represented at 
the gathering. Mrs. Jane Stoner, Mrs. 
F. Sherman. Mrs. Jane Stocer, and U. 
?. Stoner and children. , 


Mrs. S\vaitz gave a leap year ar 


Lor party on Monday evening at her 
liome on Seventh street, in honor of 
Hiss Nellie Baker 
The happy crowd 


uiet at the hom3 of Miss Baker, and 
^ent in gfcups to the home of Mrs. 
?wartz. There they found the arbor 
brilliantly lighted with Japanese lan- 
tprns, and all sorts of games were en- 
ioyed. Supper w:is served and at mid- 
night the guests bade adieu to their 
hfstcss. 
Tho&e present were: Misses 


Helen Tyrer, E.uma 
Bi&hop, 
Elsie 


Jones. Pella and Nellie -Baker, M^srs. 
Walter Tyrer, Ralph 
Rofsel, 
Oscar 


Baker, Homer Howard, 
Frank Hil- 


1'ard and Fred Howard. 


On Tuesday evening Mr and Mrs 


Dnwden entertained with a miiPicale at 
their home on Second street. An ex- 
cellent program was given by Mrs. A. 
H. Pierson, 
MIPS Winifred 
Ft'lton, 


Miss Lisle, Mrs. Daly, Mr 
Ernest 


Wall, and Mr. Waiter Ball. Mrs. Rob- 
Vins Hunter added greatly to the en- 
tertainment by giving a recitation. 
Mr. Wall ar/d Mr Ba'il hpve both K'\V- 
en much pieasur.-- during the sunnier 
to their Irir-nds and they will cirry 
away with them countless good wishes 
\t the close of the program delicious 
refreshments were served. The gi.ests 
present werf Mr. and y.rs. Ernest 
Wall, Mr. and Mrs. O. C. Jones. Mr. 
and Mrs. Harry Uwisher, Mr. and Mrs. 
Walter Scott. Mrs. Fred 
Sites?, Mr. 


and Mrs. Robbins Hunter. Mrs. John 
Swisker, 
Mr. 
Dr. 
Priest. 
Miss 


Louise Hunter, Miss Fultca, Mrs. Tom 
Daly, Mrs. T)r. Slimson, Mr. Wa'ter 
Ball, Mr. Norton, Dr. Carl Evans, Mr. 


Miss i.isle, 


Miss Daly of Chicago .uid Miss Roper, 
ot Ila-ierstcwn. Md. 


Mi. and Mrs. Fiauk Bartholomew 


end Mr. and Mrs..Fre.l Kiui; aie camp- 
ing for two weeks at ut-ecU 1-sluuci On 
Friday they entertained Miss Mary 
Meal, Miss Charlotte N>al and Miss 
Clara Knight of Bos tun 


Mrs. Charles Kort/tnborr entertain- 


ed Mrs J. L. Zimmerman of Columbus, 
at a six o'f-loek dinner Thursday ,'ven- 
ing. The sisters of Mr-s Zimmerman 
Mrs Clyde Richards 
uid Mrs. John 


Donahue were present as well their 
friends and neighboi-. 
Covers were 


laid for sixteen. 
A pleasant evening 


was enjoyed by a'l. 


"When I remember all thr-> friends s' 


linked together, 
j 


I've seen aiound me fall like leases ir 


wintery weather, 


I feel like one who triads oicne ?ome 


banquet hall deserted. 


The flowers all doad, 
Tae light? all f.ed 


And all save me departed." 


The Woman's Foreign Missionary 


Societj of the First Methodist church, 
beld its August meeting- on Thursday 
at the home of Mrs. V)r 
Hornby op 


West Main street. 
Devotional exer- 


cises wore led by Mrs. Sisson, and ai: 
excellent program was carried out aft- 
er which refreshments were sr^ved. 
It was the largsst August 
meetine 


within the memory ot the present so 
ciety 


•Mr. and Mcs. Ei;nes-t Johnson ga\ 


a small card party "on Thuirday rver 
ing in honor of Dr. and Mrs. Montgom 
ery of Philadelphia, Pa. Those, win 
enjoyed Mr. and Mr.s. Johnson's hos 
pitulity were Dr. and -Mrs. Speer. Dr 
and Mrs Foster, Mr. and Mrs. \. H 
Pierson, Mr. 
Edward 
Kibier, Miss 


Havens, Judge and Mrs. Hunter, Miss 
Kobbins, Mr. and 
JVIi?- John Dean, 


Mrs. Ida tjhase, Mr. and Mrs. Harrj 
Swisher, Dr. and,Airs. Hatch, Mr. \Vil 
•Is Robbins. Mrs Hairy Scctt and Mr 
Walcott. 


Mr. ard 
.Mrs. H'l^h MeGonagle of 


New Lexington, nnre the guests of 
their son, John 3 MeGonagle, I his 
week. Miss Cornie MeGonagle of Co- 
lumbus, 
visited her brother at thf 


s;ime time. All were the guests oi! Mr 
John S. McGonap'o at Buckeye Lake 
Thursday. Mr. MiGonasle cntertuner* 
them this week in a royal Tianner an^ 
the visitors had an '-njoyal le time. 


Mir. and Mrs 1'erry Farmer ver; 


pleasant!} entertained the followint 
persons at an ice cream supper one 
evening last week' Misses Glen and 
I'earl Phillips, Le&he Cordr.-iy, Jennie.( 
Iva and Gertrude Mason, May Farmer 
Mame Schwartz, Lulu Bradley, Messrs 
Ciyde Phillip? anil Stanley 
Bradley 


'J he supper was g:vn in honor of Mrs. 
Farmer's brother, Mr. Clyde Phillips 
it being his 'ijrthdaj At half past sev 
e.i o'clock the gu 
n.->f^ were invited out 


to the dining room where dainty rc- 
fTfshments were -~rrved. The guest= 
('eparted at a la'e hour -wishing Mr 
Phillips many men happy birthdays 


The Tuesday Afi'-:noor Kuchre club 


was handsomely tntertained on Wed 
r.ebday Afternoon 
i>;> Mrs. Walter Up- 


son at her home < u Hudson avenue. 
The club prizes v:f won by Mrs Ed 
Thomas for lone Lands, and Mrs Fred 
Ulack for 
pros;r"--ions. The truest 


prr/.es were won V Mrs. Fred V/rlghr 
lor Icno hands, ai Miss Carrie Whit- 
mjre for progr"--ons. There were 
present in addit •>. to the club, Mrs 
I.r. Hatch, Mrs. I " I Wri^};t, Mro. V.. 
C. Miller. Mrs 
I irry Swisher. Mrft. 


A R Pitser. Mr 
Oan'l Altshool. Mrs 


J. W. Franklin. .A'-- J- 3<i Irkee, Mrs 


>-nstein, of Cmfin- 
Neal, Miss Clara 
Miss Hazel Reese, 
liss WMtmcrc, of 


I'arrigan, Mrs L" 
nati; 
Mis? Mar 


Knight, of Eostt>': 
of Columbus, ai 
Davton. 


Mrs. Edward t ; ffer gave a party 


on Wednesday fr 
1 till n o'clock in 


honor of her sor- CharTe'i Paul ard 
Raymond, it ber. near 
cafh 
one-; 


birthday. TCP erp'i'" and caVc am' lem- 
onade 
we-e 
."-ved 
a* ^ o'clock 


bv 
Misses 
H- rn 
ind 
vrp 


McVey. 
Games 
wc-re 
played and 


many 
nice 
r> "-ents 
were 


ceived. 
The gu".-1-! were: Marcolhn 


McWilliams 
Hf-r M Shannon, Henrv 


TeafT, Wesley Con man, Charles Star- 


ictt. Glen O'llara, Stanton Ki?cr. \vil- 
liain Lar\m Bernard Lewes, Joe Ma- 
jor. Karl Scballer, Harry Mohr, Clar- 
c-uce Hertel, Couitney Haitel. Wad* 
Allen, Noble Huffman Gilbert Huffman, 
Marion Besancenv, Otto Ec\vner. Geo. 
Siaine. Paul G'-eichauf, Ollie Buri.>? and 
Walter Lewes, 


Miss Mar.- Neu; will entertain the 


Monday Afternoon Euchre club, next 
v.cek in honor of 
her L'aest, 
Mi=-, 


Knight of Huston. 


The Alfreita Club held an enjoyable 


dance at BiKke-v.^ Lake Pridav nirht 
A large crowd attended and a pleas- 
ant evening was fuent. 


The Mis«-s Upson entertained on 


Monday afternoon, the Young People's 
Euchre club. The prizes were won by 
Miss Ethel Pitser and Miss Shirley Pit- 
sen Miss Ethel Pitser and Miss Clan 
Knight ot Boston, uere guests of the 
club. 


Mrs. Walter Scott entertained on 


Fiiday afternoon with a card party. 
The prize wa^: won by Mrs Wr. C. Mil- 
ler. These who enjojed "is. Scott's 
1 ospitality were Mrs. Daniel Altshool, 
M>-s. Addison 
D'ckinson, Mrs. John 


Carroll. Mrs. Wm. H. Mazey, Mrs. 
Walter Upson, Mrs Harrington, Mrs. 
Charles Wesson, 
Miss 
Clara Scott, 


Mrs. Kemner Soolt, Mrs. Karry fcott, 
Mrs. W C Miller and Mrs. Lowen- 
stein, of Cincinnati. 


Mr. and Mrs. Harry Swisher en- 


tertained on Friday evening with a 
pedro party in honor of Dr and Mrs 
Montgomery of 
Phiadelphia. 
Pri'/es 


were won by Mr?. Ed Thomas and Mr 
rj. P. Schaus 
The 
guests present 


were: Dr. and Mrs. Hatvh, Dr and 
"Mrs. Speer, Mr. and Airs. Fd Thomas 
Mr. and Mrs. 
Ernest 
Johnson, Mr. 


Mrs. L. P. Schaus Mr. ant' Mrs. Wai- 
tor Upson, Mr. and Mrs. A R. Pitser. 
Mr1;. John Dean, Mrs. John Swisher. 
Mrs. Ida Chase and Miss McKinney. 


Mis. E. H. Everett entertained Fri- 


jay at 1:'JJ at the Warden with an 
laborate luncheon in honor ot 
her 


; test, Mrs. Joseph Leggait, of New 
iork. 
The table 
dc-ca.-ations 
were 


eautiful with actors and maiden-hair 
erns, the color scheme throughout 
>eini; ?reon- and white 
Covers wer« 


aid for Mrs. Joreph Leggart, Mrs. 
'red Wright. Mro. E. C. bright, Mrs 
P. G. Warden, Mrs. Fred King, Mrs 
^. M Davidson, Miss Robins, Miss 
Vieese, 
Misn 
Richardson, Miss 
Me-1 


Cune ,Miss Buckingham. Miss Webb, 
Miss King and Mrs. E. H. Everett. 


Mr.an-1 Mr. H. 'j. Johns of West 


•lain street, entertained a few friends 
it a houpe-warming party Tuesday 
evening in honor of the birthdaj an- 
livprsiry 
of the 
elde.st son, H. J. 


Tohn.s, Jr. 
The evening was spen^ in 


singing and dancing and light refresh- 
ments "vvere served. Mr. H. J. Johns 
T.tcrtained the party v.ith a number of 
ocal 
selections, while Mr. T. H. 


Bro'vne played several beautiful in- 
•trumental selections. 
Mr. Charles 


nofuliirff and Mr. M. D. "\Yilson also 
Twisted in entertaining the 
guests. 


Mr and Mrs Johns' guest-; were Mr. 
ind Mrs. Fred Baesrnan, of Columbus; 
Tx>n Rine, of Parkersburg: O. C. Wil- 
'iauis, of Chicago: Charles DPardurff, 


>f Bucvrns: Mr. and 
Mrs. Valentine 


^aker, Mrs. Carrie Baker, Messrs. Earl 
"arker, San; Hononberger, Harry l.eh- 
•r:an, Fred H. Browne Dave Handel, 
Wil'iom Johns, Harry Johns, Henry 
',ovejoi", John E Smith and Mr. D. 
Wilson. 


The Jacks-'on, Ohio, Heraid published 


in extended notice of the wedding ol 
Mr. Walter Swartz of this city, an(' 
>Jiss Lulu Snyrter of Jackscn, on Aug 
J. The paper says: 


'A /ery pretty v. Pd'iing cccurred on 


'uesday mc.ining 
at 
Holy Trinity 


Church when Miss Lulu Srydcr and 
Mir. Walter Swan,: were united in the 
oly bonds of matrimony. The bride 


F. the 
charming 
and 
accomplished 


laughter of Mr. and Mrs. George Sny- 
Vr and cbe groom a promis-ins; young 
'•ii.sin-.-ss nvinv of Newark, Ohio. Both 
irf \v"ll and favorably Known and 
'ia\e many fri'-nfh in .Tacksnn. 


The ceran:uny -Aas performed at sev- 


en o'c-iofl-:. the nffair bf-ine: quiet on 
•ir-count of thf 
Tfff^nt 
death 
of Mr. 


Swarf/'fj AI'-'T. TlTp brklp was hand- 


•-(i;nf> in while rh-jffon. 
Slie wa<", at- 


ipnriet' by Mi^s Fmrna Will prettily 
'.ttirPd in •p.lrte Fitn« mou^elaiiP and 
farryin? carnations 


'AftPr thf ceremony, th° party re- 


"aired to the horrp of th^ bride'« par- 
•••nts, wherp an ete-rant wef!''mg break- 
fast was SPiverl. The dininaroorn was 
festooned with garlands of ferrs and 
io=es and tl-e tablps were beautifully 
cic-corated with roses and carnation1;. 


"The young couple will visit !n Jidc- 


It p?.y= to protect 'he 


by oc(-a~ionai soreness or 
\veakiiess in the eyes, be 
wise in time and make 
them right 


e_. ^ 


IghM . 
' -. 


It contains u .•!. 
n 


no dangerous drug 01 *- 
e>ct ijo» 
EYE-FIX 
A sample bottle sent f -'.; 


Eye-Fix Remedy Co., Depc 40 J 


Detroit. Mich. 


Also fur tale by all 


' SOLD AND RECOMMENDED BY 


T/VYLOR BROS.. Opticians, 


FRANK D. HALL. PHARMACIST. 
TAYLOR'S PHARMACY. 
ALBERT F- CRAYTON, PHARMACIST. 
WILES-ERMAN DRUG CO. 
J. W. COLLINS & SONS, PHARMACISTS. 


SUMMER FOOTWEAR 


THE LATEST, 


Smith 


is the simplest and strongest of all writing machines. 
It does better work, does it quicker, lasts longer, and 
costs less in the long run than any other typewrit- 
ing machine. It is 


TKe World's Best Typewriter 


Let us send jou our little hook telling all about it. 


Tjpewriter Supplies. 
Machines rented. 
Stenographer* furnished. 


The Smith Premier Typewriter Company 


NO. 134 WEST FOURTH ST., CINCINNATI, OHIO. 


,S3^BS$S5SSSSssSs§!SS$S!.SSSSS^^ 


Crown Dental Parlor*. 


Entrance on Church St., New Phone 947 
Corner Third and Church St. 


Crown & bridge our bpecialty S5 
Pull set teeth 
$6 00 up 


Gold 
filling 
$1 r'0 up 


SiUer 
filling^ 
50c up 
Painless extractions 
25c 


We fine .1 \V ritten. Guarantee With all Woik Opou ctemnfK. Sumlaj by appointment 


Grown Dental Parlors, Alewark, O. 


WHITE. SEAL .FLOUR 


MADE IN NEWARK. YOU DON'T HAVE TO PAY THE FREIGHT. 


son for severalwtks and numerous en- 
tutamrhents are 
be~ng Banner' by 


their friends for them. 
Tney vere 


the reripiert^ ot many handsome and 
useful presents, 
fhey •wfil be at home 


in Newark after f'^pten^'jer 1. 


"Those 
present 
at 
the wedding 


breakfast betides the immediate rela- 
tives of the bride were: Mr. F. M. 
S\vartz an'1 Mr.s Harry Brcwn of New- 
ark, father and s.stcr of the groom: 
Mr. .1 P, Ehmr, of CMumb-is: Mr. arid 
Mrs. Janob Pnyder, of Weilstor; M'r. 
Harry McGuire, Micros Emma Will and 
Lena McGuire ' 


OPERATIC VAUDEVILLE. 


A novelty ccrnnlnation 
of 
opera 


drama, burlesrpe and 
minFtrel this 


week at Idlewiide Theater. 
We are 


catering to your pleasure. 
8-1-Gt 


KURBAUGH TRANSFERAND STOR- 


AGE COMPANY. 


Why store your ho is»hol<l and ether 


roods in an old finm» bui!'!intr Mable 
to cauh firf-. an-J ir.fect-d v.ith 
nits 


and other .«rmin. wr.en y 1:1 can srorp 
A'ith us. in our n"">v c!«an brick "-tcr- 
iige room, iH'ar cnnn.!. or. •&•*"** siCe of 
Fourth =.tre°t. fitird i.r> - [ f f i a l h with 
•t vi.'v; of b"in^ fr'e fro:n vprnr>in 
iM l-'mK fii"-rro"f. v.'th • >vators- for' 
hoisting and lo> 
f ; i n ~ srxrC^. and soo.1. 


ronir>f'tf:it ;iud ('ir !ul rpfn who are 
eN'^-nc't'"11 in -<uh Vulpine?; to hniif"" 
«iu h son'!--. R.nr' fsi-edall.' oon^t; ncted 
vans in tr.iii»t>r .- Kh o-oods \Ve miko, 
a spo^init> in tranfferriiis;, hpn'llin^ 
and ranic for a!1 kinds -,f 
val"B.blf>' 


roods am! propi>nv, and owners 
of_ 


Mich cood^ ran r( sf acsurco that 
in' 


our trans fir am storare the Boor's 
«•'!! rot N> ^car^d or injured, or f.hen 
taken out 1^ irftstfd wi.'i )>cd h'.is-^; 
or other ve'min. or eaten b> rats and, 
mice. 
, 


A Timely | 
Thought 


Fix your mind for a moment 


on tbr fact that stomach trou- 
ble and headache are symptoms 
of liver trouble and \cu will see 
why 
ihe 
so-called 
dyspepsia 


cures fail to do their work. You 
must remove the ca'ire by reg- 
ulating the liver before you can 
expect relief. 
Dr. Kohn's Guro 


Syrup 


Is a vegetable remedy, gentle in 
Us an ion and lastins: in results. 
It induces digestion and regu- 
lates ihe liver, thereby putting 
the system in perfect order 


GRftYTON'S 
DRUGSTORE 


Miss Virginia Warman 


—1 IR-T CI-ASS— 


Dress Making and Ladies Tailoring 


AT.L V\OKK fiCARANTEED. 


Room 41 Lansing Block. Bell Phone. 


JOSEPH 
RENZ, 


vAf\TlY P". RT.i£C — RE.11. F^TATB 


AND INSURANCE. 


OCi^e al tna Court House 
iipt-ds r.r.d n>on«agos written. AH bnsl» 


r< s-i cniru-ifcd to me will be proir.pUy 
and carefully uttccded to. 


RCHiVU or 


Page Six. 
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IN FIELD OP SPORT I 
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GOOD GAME 


BKTWEEN IDLEW1LDE AND THE Y. 


M. C. A. TEAM. 


Latter was Strengthened for the Occa- 


sion While Idlewilde's Regu- 


lar Battery Didn't Play. 


ML MASON 


HERE ARE FACTS CONNECTED 


WITH HIS RELEASE. 


, A game of baJl that was decidedly 
interesting was played at the Y. M. C. 
A. grounds Friday afternoon between 
the Idlewilde and Y. M. C. A. teams. 
Manager Driscoll loaned 
Davis and 


Doyle of his team to tfce Y. M. C. A. 
arid they formed a battery, while Hoyt, 
a local amateur, was in the box for 
Idlewilde, Dr. Carl Evans, the club's 
physician, officiating behind the bat 
This battery did good work, allowing 
dnly three hits. Of course Hoyt re- 
ceived good support. Captain Wagner 
shifted his players about so that the 
team would hardly have been recog- 
nized. He himself played short, while 
Kiddie Justice carvoried in right field, 
where he kept yelling "Hit 'em out 
ttete to me." He was not accommo- 
dated and his only put out was when 
hfe ran to first and received Fan-ell's 
assist of Ferry's grounder. Scottie 
played second, 
and 
"Lefty" Snyder 


was in left, where he distinguished 
himself by muffing Joe Doyle's ny. 


In the last inning there were three 


Y. M. C. .4. runners on bases and two 
outs 
The crowd set up a yell for 


Doyle and he Stepped to the plate. 
iSvfcry one appealed for a home run 
but he popped an easy fly to pitcher. 
The features of the game were a won- 
derful one hand catch of a liner with 
Bis back to the diamond by McCarthy, 
which could not be exceled, on. -which 


TAKING AN AIR BATH. 


Am Opportunity Given to Allow the 


Skiu to Breathe. 


It must be remembered that we rare- 


ly if ever give our skin the opportunity 
to breathe properly. Our perverted 
condition in regard to heavy, uuveuti- 
lated and very often reVuicu-<i clothing 
has given us a skin that is constantly 
moist, clammy and cold to the touch, 
or else it is dry mid dead and can be 
rubbed off by the hand with little ef- 
fort. Itestricted clothing not only dam- 
ages the lungs aud internal \ital or- 
gans of the body, but causes the circu- 
lation to the skill to bt-cou'.e sjtaununt 
and poor. \ great many ills that we 
do uot understand nrc caused by the 
unhygienic practice of smothering the 


Give 3'0ur body an air bath! Reani- 


mate your skin: This is a splendid 


limns of tln> American-Tribune oft°r time to begin the habit of doing so, 


going amon« the players of the d,e- ' ^ thne^'t £*$<£ *rt y^wiu 


it is True Mason Asked for His Re- 


lease Paper, But Net Till After 


Driscol! Had Di^nissed Him 


The yourg man who is responsible 


lor what appears in the sporting col- 


, 


wilde basebill team and asking- them strengthen the skin against the more 
to verify that story of Wednesday anu severe season. 
Exposure and drafts 


receiving a fiat refusal with some forci- 
ble comments from some ot the lay- 
ers as to their opinion of a man who 
would do as he hnd done, found him- \ 
self in posnion absolutely defenseless/ 
so he took refuge in the weapons of 
the cheap newspaper man and indulged 
in nearly a half column of personali- 
tfes relative to th» sporting writer of 
7 he Advocate, whom he accuses of 
being a. "stickler for facts/" 
To this 


ve plead guilty, and-if there is; one bus- 
iness more ihan another where every 
man conected with it should be., ;t is 
in giving news to the public. 
This 


rule prevails in The Advocate office 
r.nd 
is strictly a&hered to by every 


writer on the paper, which gives not 
only the sporting but other depart- 
ments of the paper the prestige they 
t-i-'ve as pujveyors of news. 


In every incident .there are facts of 


irimary importance, while others are 
of only collateral interest, and this is 
true of Nel Mason's release as a mem- 
ber of the Idlewilde baseball 
team. 


The writer of Wednesday's article said 
at that time that Mason was released 


against the bfidy is a superstition more 
or less. The writer has often stood be- 
fore a cold draft taking an air bath in 
winter, and the practice has \iekled a 
day's tonic to the body that cannot be 
explained, but must be tried upon one's 
own person to be understood and appre- 
ciated. 


Open your windows wide and exer- 


cise until the pores have become awak- 
ened. Then let the cool, fresh morning 
air play upon your body, lying down if 
you desire. 11 will be a treat that you 


never want to miss again. It acts 


as a delightful tonic to the nerves. 


TRAINING APPRENTICES FOR THE UNITED STATES NAVY. 


The work of training new men for the navy goes on steadily year after 


year. One of the training ships, the cruiser Topeka, carries 500 apprentices 


are dally-taught to perform all the duties of fighting sailors. They sew, 
There is no better medicine for weak, • vas]j> cook> do watcll (lntV; coal sllipi ]Carn to handle the big guns and ar» 
nervous people than thr air bath. The 
very blood tingles with, the unaccus- 
tomed freedom of the body aud its con- 
tact with the energizing air.—New York 
Mall. 


kept pretty busy most of the time. 


Fie, Fie, 
Gil! 


When one speaks of Gil or Jack 


Curry, one involuntarily thinks of Ken- 
tucky and the horsi-s of the bine grass 
region. 
In a recent interview Gil is 


credited with this remark: "California 


The R.ea.1 Cause of a. 


Certain Woman's Sorrow 


T 


HET bad quarreled at tba ball the 


night before u\ er some trivial 
matter, as lovers will, and had 


parted in anger. 


is the greatest horse breeding region in | At the earliest possible hour the fol- 
the world. Xo other place compares' lowing morning he hastened to seek 
with it." 
Now, what do you suppose ber and beg her forgi\eness. 


will happen to Gil the next time he 
pays a visit to the state of his birth? 


She was already in the drawing room 


when he arrived, siuiug silent among 
a group of sympathizing friends. 
His 
Trees ami \Vlua. 
heart smote Wm V-.hen he gaw her 


When one travels through the parts heavy cyeSi the aeep lines of suffering 


v 
, , . , _ , , „ , , 
, at his own .request, v/hich is not tiue, of Belgium bordering OE the sea he 0 ," 
"f.lc 
qnd not,,,i thit she 
he completed a double play, Dr. Evans' ^ ^ ^ ^ ^ ^ ^^ sees ;1 strikiug ,xaiaple,of /he inllu.. ^^ %£ %£ £££!*. 
catching and 
a. one hand catch by 


Wagner. The score: : 


IditewitcTe — 
a.b. r. h. po. a. e. 


Taylor m. 
5 0 


Justice, rf 
4 1 


Kartell Ib 
3 0 


Snyder If. & 3b 
4 0 


Wagner, ss. 
4 1 


Semen, 3b & If. 
4 1 


Scott, 2b 
4 1 


Evans, c 
' 3 0 


Hoyt,p 
.'.... 4 0 


0 4 
2 1 
2 11 


0 
2 
1 
1 
4 


1 3 


Totals 
35 4 9 27 14 


Y. M. C. A. 
a.b. r. h. po. a 


Pinfe, 3b 
4 0 1 3 1 


Doyle, c 
*. 
4 0 0 4 3 


Dougherty, ib 
4 0 o 9 0 


Davis, p 
2 0 0 2 3 


Prior, m- 
3 0 1 2 0 


Garison, rf. 
2 0 0 2 0 


Fetry, If 
3 0 1 2 0 


McCarthy, 2B 
3 0 0 3 3 


Tracy, ss 
~. 
4 0 0 0 0 


Totals 
.......... 
29 0 3 2? 10 4 


Score by Innings. 


Y. M. C. A ...... 0 0 0 0 0 0 0 0 0—0 
Idlewilde 
...... 
0 3 O'O 1 0 0 0 0—4 


Two base'hit, Justice; sacrifice hit, 


Garison:.1 base on balls. Davis 1, Hoyt 
3; "hit by 
pitched 
ball 
Far- 


fell, Prior, Ferry, McCarthy; struck 
out, by Davis 4; Hoyt 3; double plays, 
McCarthy to Dougherty: Wagner to 
Scott to Farrell ; time, 
Dickinson. 


1:25; 
umpire, 


TflE GAME LAW 


Considerable misunderstanding ex- 


ists as to when the season for shoot- 
ing 
quail and rabbitts opens. 


A copy of the new game law which 
•was the last passed by the legislature 
has just been completefl by the state 
printer. 


The season for squirel begins Sep- 


tember 1 and ends October 15. Quail 
and Virginia partridge may 'oe killed 
between November 15 and December 5. 


• 
Wild ducks may be shot from Sep- 


tember 1 to December 1 and 
from 


March 1 to April 20 (except on Sun- 
days and Mondays. 


No person is aillowed to kill in one 


day more than IS quails or Virginia 
partridges or 25 wild ducks. 


Rabbits may be hunted from Novem- 


ber 15 to December 5. It is unlawful 
to use a ferret. Roccoons are in season 
from September 1 to March 1. 


Ten squirels is the limit which one 


person is permitted to kill in one day. 


Pheasant season is from November 


1 to December 1. 


Non-resident hunters are required to 


secure a hunting license from 
the 


clerk of, courts of the county in which 
he desires to hunt, for which tie is re- 
quired to pay a fee of 315 and in addi- 
tion the clerk may charge a lee of 25 
cfcnts. 


Violation of Ohio game laws make 


void any game license. 


which is true. An'l as to the relative 
importance of the two statements we 
v.ill allow the puMic to judge and they 
will then icalize how distorted and 
worthless as news the American-Tri- 
bune's sporting columns are 


Managpr Diisccll "fired" Mason for 


insubordination in refusing to pitch 
Thursday's tame. At that time Mason 
oi<i not think of asking for his release,', 


pnce on trees of strong and constant 
winds. The trees are in general bent 
toward the interior of the country. It 
was proved some time ago that the 
trunks of trees burled in the peat 
bogs of Holland all lie in a southwest 
to northeast direction. 


A Dose of His Own Medicine. 
Gus Danguisse, a resident of Port- 


land, Ore., was brought before Justice 


"You 
are ill?" he gasped. 


She shook her head. 
"Only a T,voman_cju appreciate what 


she has endured," ventured one of her 
companions. 


The girl smiled wanly. "Leave me 


alone with him," she murmured. "Per- 
haps I can make him understand." 


"My love, mj&.lo\ e,'' he moaned, 


"have my unthinking words wrought 


she talks of nothing but her house- 
work. 
As neither knows anything 


about what the other is speaking of 
they never have any disputes.—Boston 
Transcript. 


All He Asked. 


"Lawd.Lawd," prayed the old colored 


deacon, "don't girume de wis'dom of 
Solomon! 
Dat much would set me 


plumb crazy! DCS gimme enough, good 
Lawd, ter keep niy feet steady as de 
worl' turns rouii'—des dat much, Lawd, 
en, no mot''."—Atlanta Constitution. 


Oratory In tlie Campaign. 


Oratory as a compelling force in a po- 


litical campaign is duly appreciated by 
the parly managers, who are on the 
lookout for every resource that will add 
to their vote getting power. The spell- 
binder who is clever enough to size up 
the temper of his audience and who 
knows just what to say to the ones 
about him on any and all occasions is 
supposed to be worth all his services 
cost the campaign committee. 
As a 


student of the subject has p*ut it, the 
most convincing address is one that has 


. 
- 
- 
LU.1O iitLVUVji 
iv tli^_ai- 
4.VJJ. 
*-",? 
O»iii.& 
LiJtAi 
Iloyne of the municipal court charged 
fe 
j ., thro 
h the lon, 


. . . 
. - , , 
, 
. . 
I T — . . . 
1 . : ™ 
,-mwt fn 
'Plli-l 
j"ltTl- t 
" 
•*• 
"— 
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this havoc? WasUt for my sake that pl.ofundity -without obscurity, perspicu- 


treating his wife. 
ovi-' 
~~ 
" " 
' i witu ill treating "is «nc- j.^ -,.* .^,,^7 Did"my cruel 


tut was suiky an I did not want to, aence showed that he had choked the i * ' 
boXno'l 


v/ork. 


Now this i; 


•which, the Ameri 
state. Here is a collateral and entire- 


unimportant fact upon which Fred- 


die b'ased a story and gave it out as 
''Hews." 


After beinjx "fired" 


Mason was standir.s 


woman brutally. 
The court directed, 


so crush 


tkat you haSKno'heart e/en to re- 


your 


both to blame,'1 she 


you knew what I have 


. .. 
. 
uiu v e \ uut uiiniL* 


S the important 
fact! Officer Goetz an immensely p o w e r f n - .^ ^ ^ 


rr, -^ 
.,-., 
. man- to cboke the Pmoner- ln order ' eentlv "but if v 
ineriean-Tinbune did not, ., t , 
,„«,,»*• have practical knov.-l- s 7,o>, 
,, , 
. 
<- 
- 
that he rowr nave j. 
i 
suffered you would forgive the unjust wlthout all t]lese things is a rare speci- 
edge of ho* IMS v, ,fe suue.cJ. The of 
^ ,. he;]p(?d upon you 
List(JU, 
^ 
never enough of him to 


ficer obeyed * tli a will hold ng the 
cntered fte house lagt n ht 
flroun(L_Boston 
Herald° 


ity without prolixity, ornament with- 
out glare, terseness without barren 
ness, comprehension without digression 
and a great number of other things 
without a great number of other 
things." But a rare speaker with and 


for some time, 
in front of the 


hotel, a number of players of the Cir- 
Hleville and Idlewilde" teams being 
within earshot. Priscol] was also there 


wife beater until the brutal fellow be-. 
^.as 
^ -^ 


came limp. Then Justice Hoyne sen- 
tenced him to thirty days in jail. 


TODAY'S MARKETS 


(P. G. Miller with Claude Sleeker) 


Wheat 
| Open'g | 
Low | Closing 


asleep, and I—I"'—Setter "voice trembled; 
"I had to sit up throiigh the long hours 
because"— 


"Keeause of my unthinking words, 


darling," he broke in deeply. 


"Xo," -with a fresh burst oC weeping, 


"because my dress is fastened in the 


96 3-1 I 
95 3-4 | 
97 3-8 | 
when he was approached bj Mason who December^., i 
said, "Driss I waut that release right Maj,' 
•--I 
1 
• 
Corn 
| 
away," or "I want my release right Sept 
I 5158 
Dec 
| 48 1-4 
r.way." This was 
what the 
plavers May 
I 47 7-8 


(Tfi—97":^"]—96T4 
97 1-4 back."—Mrs. AYilson \Voodrow in IN'CW 


96 3-i j 
98 1-4 | 


96 1-4 
95 l-g 
96 3-1 


96 1-2 


3-4 


52 3-8 
48 5-8 
48 1-8 


51 1 2 
48 1-8 
47 1-2 


52 1-8 
48 1 2 
47 7-8 


k Life. 


| 'OaAa 
Sept.... 
33 
34 
35 1-4 


heard and no one denies it was said. 


But the whole matter is this: Mason 


was released at Manaser Driscoll's in- 


. . . 
~ 
. . . 
,Sept 
I 
1270! 
12701 
1230 
stance and not his own, and his re- ocf 
12721 
12721 
1235 


33 1-4 
34 
35 3-3 I 


32 5-8 | 
33 5-8 1 
35 1-4 


32 5-8 


Couiforiiug -Words. 


Little Pearl's baby sister had diesl be- 


fore it was a week old, and sorrow 
reigned in the home. Pearl had not 


I 
12 42 
12 45 


quest was r_nt for his release but that 
it be ''right away " 


It is absolutely unnecessary to com- 


ment further v.pon the subject to show. ^ 6; good $5 


PITTM3URG LIVE STOCK. 


Pittsburgh August 5.—Cati'.e: Sup- 


ply light; maiket steady; prime $('. 80 


~> 75; tidy 
butchers 


that the Airerican-Trilmne's story was. 54 85@5 10; fair 
$4 25@4 60; heifer^ 


false and misleading and tlie statement 
signed ly eveiy member of the team 
publishd in Friday nigbfs Advocate 
shows how they feel about it. 
There 


are le^al rnlos as 
we!l 
ay 
ethical 


which prevent us printing the com- 
ments of seme of the players about 
Wednesday's article. 


The iucident is closed. 


SUNDAY'S GAME. 


We, the King Co. and Ruthledge oall 


teams, wish it understood that we are 
in no way connected with the Mer- 
chants' League. Although representing 
two Newark business firms, we do not 
belong to the Y. M. C. A. Friday Mer- 
chants' League. 


The game Sunday is in the series 


these two teams are playing for the 
amateur championship of the city. The 
admission is: 
Men 15 cents; ladies 


and children 10 cents. 
The King and Ruthlege Baseball Clubs. 


MINSTRELS. 


r Twenty-seven pieces in park band to- 
morrow. 
6-lt 


The Death Penalty. 


A little thing sometimes results in 


$3@4 50; cows, Lulls and stags $2(g> 
?3 75; fresh cows $20^40. 


Hogs—Supply 
JO 
loads: 
maiket 


steady; prime heavy $5 60@5 05;,med- 
iums $5 8005 30; heavy Yor':ers $5 DO; 
light Yorkers and pigs $5 9f.@G. 


Sheep and Lamos—Supply fair; irar- 


htt $l5@20c lower; 
prime 
wethers 


?•! 50@4 GO: god mixed ' $4 20@4 40: 
fnir mixed ?-!@4 20; clipped lambs ?3@ 
S3; spring lambs ?i@G 65. 


Calves—Veal, $4J?6. 
Pitsbnrg, August G —To-lay'r- cattle: 


light slow; sheep, fair, slow; ho§s, 
fair, active. 


38 0-8 seen much of the new baby, but was 


just as grieved a-; the rest of the house- 
fcold. After the funeral, however, she 
seemed to think it was her duty to com- 
fort her mother, who was much shock- 
ed one day to hear Pearl say in-the 
most Serious of tones: 


"Mamma. I wouldn't cry if I was 


you. 
I think God only sent that baby 


on 
approval 
anyway."—Lippincott's 


Magazine. 


go around.—Boston Herald. 


Don't Drown; Wear an Eelsltln. 
A colored man in a South street fish 


market was skinning eels recently, and 
as lie removed the skins with a pair 
of pinchers he carefully placed them to 
one side. 
"What do you do with 


them?" asked an inquisitive bystand- 
er. •'! send them to my brother down 
at Atlantic City," was the reply. "He 
sells them to colored people on the 
beach for 5 cents apiece. 
You know 


an eelskin is a sure preventive against 
cramps. If you wrap one around your 
ankle before you go in bathing you need 
have no fear of „ drowning. 
Maybe 


white people don't believe in this, but 
colored folks do. and my brother can 
sell more eelskins during the bathing 
hour than he can supply."—Philadel- 
phia Record. 


CHICAGO LIVE STOCK 


Chicago, August 5—Cattle: Receipts 


In Hnrtt Lack. 


The Kid—Groat snakes! There, I've 


lost another lis.Ii'. I'il have to get an- 
* 
. 
1 iwau 
»l 11^' H H_l 
lic-li. 
A l l 
i j t A i v . 
tv » 4 * - "'•' 
3300, market slow; 
god to prime | othw book Tbjs ong ain-t Wg enough 


sieers $5 25(.5 
VG 25; por to medium ?4@ 


J5; stockers and feelers ?^f?4: <?ows 
$1 25@4: 
hfcifers 
$2@4 75: canners 


An Old Eagle Owl. 


After seventy-five years of captivity 


B female eagle owl has just died in an 
aviary in England. Brought from Xor- 
wa.v iu 18:21), this bird within the last 
thirty years has reared no less than 
ninety young. Although the eagle owl 
is reputed to live to a great age, there 
appear to be but few recorded instances 
where the age could be definitely ascer- 
tained. A golden eagle which died at 
Vienna in 1719 was known to have 
been captured 104 years previously, 
and a falcon, of what species is not re- 
corded, is said to have attained an age 
of 102 years. A white headed vulture 
taken in 170G died in the zoological gar- 
dens at Vienna in 1824, thus living 118 
years in captivity. 


canners 
SI 60(fT2 40: heifers $2@4 75 
$1 60©2 40. 
bulls 
$4@i 1: 


si' 50<TiC; T(->.asi fed .;:eerd 
western stecis ?:; T5<?J4 75. 


Hogs—Receipts 18.000; marl-ret 5c 


His Grectest Danger. 


The crusadei i\ as donning his suit i 


of burglar proof armor. His wife was \ 
standing by re;"iy to sew on any but- j 
; 
calves tons t]aat m,gijt it)1-eau loose from their j 


53S150:1 
' 
' 


The Snail's Month. 


In the peculiarity of teeth and mouth 


the snail Js the most wonderful of all 
the created creatures, and it has been 
truly said that it is fortunate for man- 
kind that some of the larger of the 
wild animals are not similarly con- 
structed. 
The mouth of the snail is 


armed with a wonderful organ in the 
shape of a rasplike tongue. 
This 


resembles a long, narrow rib- 


bon. coiled in such a manner that only 


lower: mixed an.l 
-butchers $5 


some 


chump is certain to refer to me as a 
f"t) good brand of i.timed lobster.'' 
| 


Then 
he 
cart-fully 
inspected 
his 


death 
Thus a mere scratch, insigni-l 
wethfvs ^ ^ 


ficant cuts or puny boils have been 
-^ 
„ _, 


the death penalty. It is wise to have M 15: fair lo cboice -oixer] «3^> <o; 
Bucklen's Arnica Salve ever handy, native lambr $4@C 75. 
It's the best salve on earth and will. 
Chicago, August 6.-—Today's caitle: 


$" 50: good 
to choice heavy $5 nO: 


rough heavv ?4 S'-'©5 10: liwht $5 25® sword ^ and 
lauce.-Woman's Home 


$r. 50; bulk of sa.es $5 20(ff 
r. 40. 


Sheep — Receipts 
6000 
market 


I Companion. 


_ 


' 


rOO, steady, 
hogs, 12.000, 


Hew to Get Along;. 


Barlow—The Wigginses seem to get 


along together \\onderfully. 
I never 


supposed they v\ould, their tastes be- 
ing so dissimilar. 


Catlan—That's just the reason why 


they do get along so well. He is al- 


entire surface of this ribbon-like organ 
are an immense number of very mi- 
nute but strong and sharp teeth, de- 
signed in a manner which admirably 
ndr.pts them to the purpose for which 
they are intended—viz, that of rasping 
off the edible portions of the vegeta- 
tion upon which the owner of the rasp 
feetls. 
' 


The number of these wonderful teeth 


is perfectly incredible, o^.e species hay- 
ing been shown by actual count under 
the microscope to possess uot less than 


Hall's drugstore. 


, v. 
v 
, 
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, 
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'steady; sheep.. S.SOO steady unchanged. ' ways talking on iiterary subjects, and 30,000. 


SHE PREFERRED 


A PIRATE 


[Original.] 


Captain Ralph Gordon and his mate, 


Torn Gurley, stood on the after deck 
of the schooner Swallow. Amidships a 
girl m a trim blue outing dress with 
sailor collar and a Tarn O'Shanter cap 
was leaning over the gunwale. 


•Better not try it, captain," said Gur- 


ly. "It'll result 3n a muddle. These 
tiger gals is dangerous." 


•Can't give it up now. We've gone 


too far." 


"Tlie mate went forward and the cap- 


tain paced the deck nervously. 


Ralph Gordon was terribly in love 
ii-LL Xuin_j Crc-ciie, a t-liicv,'. 
1.11 or- 


der to tame her he had invited her for 
a sail on his schooner and concocted a 
sharu mutiny to be led by Gurley. 
They were to frighten her into obedi- 
ence and a promise to marry Gordon 
to whom she had been long engaged 
and whom she had put off from year to 
year. 


Presently Gurley walked aft from 


the forecastle, followed by the crew, 
and began a complaint about the meat 
that was served them, at the same 
time demanding "duff" three times a 
week. Gordon feigned to reason with 
them, whereupon they made a rush 
for him, bound him hand and foot, and, 
taking him below, locked him in his 
cabin. 


Xancy Greene looked upon this mu- 


tiny, and especially the want of re- 
sistance on the captain's part, with 
dumb astonishment and the flashes of 
an approaching thunderstorm in.her 
eye. Xo sooner had^the captain been 
disposed of" than • Gurley approached 
her and ordered her .below. Her only 
reply was with an iron bolt, which 
she had picked up at the first dawn 
of trouble, and had not Gurley dodged 
expertly the ringleader would have 
been put out of the fight. The crew 
roared 
like bulls and brandished 


knives, but Xancy was no more ap- 
palled than if they had been so many 
bleating sheep. She was finally taken 
in rear by a laughing sailor whose 
face she could not see, her arms pin- 
ioned, she was thrust-flown the fore- 
castle companion-way .'and the hatch 
closed. 


There was no sound from Gordon's 


stateroom aft, nor was any .expected. 
But some sound was expected from the 
forecastle. The crew listened tor such 
cries and imprecations as might come 
from an enraged woman. Half an hour 
passed, and not a whisper came from 
below. 


"It's my opinion, Mr. Gurlcy," said 


an old salt, "that when either gals or 
children is quiet there's mischief brew- 
in.'.'' 


"Wonder what she's up to." 
•What she was up to was soon plain- 


ly and painfully evident, for smoke 
began to issue from the hatchway. 


It did not require a long time to re- 


move the hatch and for the crew to 
scamper down the hatchway. 
They 


found Nancy with her face up to a 
hawse pipe for air, while several of the 
many mattresses piled in the middle 
ot" the floor were smoldering 
and 


ready to burst into a flame. A little 
water put oat the fire, but Gurley's 
wrath had been kindled and was not 
to be so easily quenched. He deter- 
mined on a supreme effort. He went tip 
on deck and gave orders to two of the 
men to lower a boat over the port 
bow, then told two others each to take 
Nancy by a wrist and bring her up on 
deck. There she saw a man running 
out a plank on the port side. Gurley 
was angry enough to make any one 
suppose he was iu earnest without as- 
suming auy harshness of 
manner. 


Pointing to the plank, he said to the 
girl: 


'•You may as well understand that 


by this mutiny we've put our necks 
in a halter. You and the captain are 
the only witnesses against us. You're 
altogether too desperate to let live. 
Now, 
walk straight out on that plank 


and into the water." 


"I didn't know you were a pirate," 


hissed Xancy. 


"Got to be a pirate. Mutiny means 


a swing to the yardarm for every man 
of us. Come, get along." 


Since Nancy didn't move, Gurley mo- 


tioned the men to close around her, and 
she was edged out on to the plank. 
Gurley ordered a man to go to the port 
bow to make sure the men in the boat 
were ready, as soon as they heard a 
splash, to pull around and rescue her. 
The man reported the oarsmen resting 
on their oars. 


'•There's one way to save yourself," 


said Gurley, "and only one—get spliced 
to Captain Gordon and both sign arti- 
cles indemnifying this crew of all 
blame." 


"Marry him! Never!" 
"Shove her off, boys." 
"Stop!" cried the girl, by this time 


quite frightened. "I'll sign." 


"All right. Let her come aboard." 
Gurley drew up the agreement, which 


the girl asked to take below to read 
over. Her request was granted, and 
when she came up she had signed it. 
Gordon was brought up from the cabin 
and informed that there was to be a 
Scotch marriage. The pair were asked 
to stand side by side, when the girl ex- 
claimed: 


"I'm not going to marry that whipped 


cur! I didn't agree to. Read the pa- 
per." 


Gurley cast his eye to the paper and 


for the first time noticed that the name 
of Ralph Gordon had been erased and 
that of Tom Gurley substituted. 


"Well, I'll be jingoed!" exclaimed the 


mate. "Did ever any one see the likes 
of woman! I was doin' the job of 
makin' her walk the plank, and she 
preferred me to an honest man." 


That WPS the end of the plot to break 


Nancy Greene, and six months later 
•he married Tom Gnrley. 


F. A. M1TCHEL. 


DO YOU 
COUCH 
DOfsf'T DE.LAY 


BALSAM 


It Cures Coldg, Coughs, Sort Throat, Cronp, Inflo- 
enza, Wlitioping Cough, Bronchitte and A«rhm«l 
A certain core tot Consumption in first stages. 
and a Bare relief in advanced stages. Use at onc«. 
You will aee the excellent effect after taking the 
flrst dose. - Sold by dealers everywhere, rvae 
bottla* 16 cent* and GO ceatt, 
• 


Easy to Catch Cold— Hard 
to Get Rid Of. 
Lightning Laxative 


Quinine Tablets 


cure a cold in twenty -four 


hours. If not, druggist will refund 
your money. 


25 
sp C£NTS 


QUININE"TABLET& 


COLD, 


NEURALGIA, 


LA GRIPPE, 


MALARIA, 


HEADACHE. 


Will not gripe nor sicken, are per- 
fectly harmless, no bad after effects , 
— are a purely vegetable prepara- 
tion, quick in action, positive in 
results. 
25 CENTS PER BOX. 
ALL DRUGGISTS. 


Prepared only by 


THE HERB MEDICINE CO., 


SPRINGFIELD, OHIO. 


BfcumfiMitnrers of the Celebrated 


Lightning Hot Drops. 


R. R. Time Cards 


PENNSYLVANIA LINES. 


(In Effect Sunday. Mar IS. U04.) 


EASTWARD. 
.....„..<.„ 1:36 


Ift-Daily 
<. 
8:37 a.m. 


28—Daily 
9:45 a.m. 


6—Daily 
1-05 p.m. 


32—Daily except Sunday 
6:00 p.m. 


36—Sunday only 
». fi:65 p.m. 


20—Dally 
; 
8:20 p.m. 


." * 
-WESTWA3D. 
25-l>afly 
12:40 a.m 
21—Daily 
„ 
5-40 ^.m. 


33—DaUy except Sunday 
7:30 a.m. 


37—Sunday only 
<... s-10 a.m. 
7—Daily 
9:05 a.m. 
14—Daily 
12:51 p.m. 


29—Daily 
5'2->p.m. 


3—Daily 
e:45p.m. 
J. L. WORTH. Tlctet 


BALTIMORE & OHIO. 


EAST BOUND. 
Trains. 
Arrive. 
Depart 


106 Wheeling & Pitts. Ex. .12 45 am 12 60 am 
14 Wheeling & Pitts. Ex.. 5 55 aro 
G 05 an! 


102 Zanesville Accnni 
8 00 am 
S 10 am 


104 Balto. & Wash. Ex 
12 2G pm 12 30 pm 
112 Pittsburg Flyer 
4 05 pm 
4 30 pm 


114 Col. & Zanes. Accom...*7 15 pm 
7 20 pm 
108 From Colurnhus ........ 8 00 pm 


8 New York Fast Ex 
8 10 pm 
8 20 pm 
50 Zanes. Ac. (Sunday)... 7 00 pm 
7 07 pm 


WEST BOUND. 


(Columbus and Newark Division.) 


105 Cin.'& St. Louis Fx... 2 10 am 
2 50 am 
111 Zanes. & Col, Accom. . 7 07 am 7 20 am 
107 Columbus Express 
9 40 am 
9 50 am 


103 Cin. & St. Louis Ex.. 1 35 pm 1 40 pm 
lllExposition Flyer 
6 25 pm 
6 30 pm 


115 Columbus Accom. 
7 45 pm 
8 20 pm 


49 CoL Ex. (Sunday) 
910am 
» 15 am 


NORTH BOUND. 


17 Sandusky Accom 
800am 
7 Chicago Fast Line 
900 


3 Chicago Mail & Ex. .. 1 35 pm 
15 rhicago Express 
8 00 pm 


8 10 am 
950 am 
1 40 pm 
8 10 pm 


ARRIVING PROM THE NORTH. 
14 Chicago Fast Line 
5 EG am 


4 Chicago Mail 
1215pm 
16 Sandusky Accom. 
730pm 


8 Chicago-Express 
811pm 
-„ 


fiTRAITSVILLE DIVISION. 


DEPART. 


208 South 
„.. »710am 


210 South 
_... •! 50 pm 


ARRIVE. 
207 From South 
m 40 am 


209 From South 
*S 20 pm 
* Denotes daily except Sunday. 
F. C. BARTHOLOMEW. 
Ticket Agent. Newark, Ohio. 
N. AUSTIN, G. P. A. Chicago, 111. 
D. B. MARTIN, M. P. T.. Baltimore. Md. 


C. B. L. & N. ROAD. 


In Effect July 20. 


Car leaves Newark for Columbas and 
intermediate stations 6:00 a. m. every 
hour to 9 p. m. 
I^ast car for Columbus at 11:15 p. m. 
Car leaves Columlms for Newark and 
intermediate stations 6:00 a. m. every 
hour to 10'CO p. rn. 
T-iast car for Newark at 11:15 p. m. 
Express car leaves Newark at 11:10 a> 
m. and 5:iO p m. • Daily except Sunday. 
Cars leaving Newark at 7 a. rn. and < 
p. ITI. connect at Hebron tor Southbound 
T. & O. C. R. R. trsins. 
Ca^s leaving Newark from 6 a. m. t>j 4 
p. m. connect at Hebron for Buokeyo 
Lako. 
La?t car leases Buckeye Lake at 11:10 


H. D. PIGG, TicKet Agent. 
J. R. HARRIGAN, General Manager, 
F. A. BOU1ELLE, Sapt. Ttans. 


£., ft. & Z. ELECTRIC RV. 


In Effect July 20. 


Car leaves Newark for Zanesville and 


intermediate stations 6 ». m. hourly to 10 p. m 


Cars leave Zanesville for Newarl; an>3 


intermediate stations 6:30 a. m. hourly 11:3G pm 


GRANVILLE LINE 
(In Effect May 1st, MM.) 
Car leaves Newark for GranTUe $:00 a. m. 
ever yhour to 11:00 p. m. 


Car leaves Granville for Neyark 1:30 a. A. 
every hour to 11:30 p. m. 


Car leaving Newark at 9 a. m. an«J 7 o. 


m., connect with the northbound T. ft O C, 
trains. 


Carls leaving Newark at 7:00 a. m. aod 4:01 
p. m.. connect with •onthbonnd T. * 0. C. 
trains. 


Sunday schedule game as week days; flrrt 
car leaving Newark station at 7:00 a. m. 
Express car leaver Newark *_ 3:00 p. m. 
F. L. 
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WHISKEY STRAIGHT FROM 


UNCLE SAM'S HANDS. 


LWhy and How the Government Guar- 


antees the Age and Purity 


OF "EDGEWOOD BOTTLED IN BOND. 


Congress Comes to the Rescue of Consumers Who 


Want a Really Pure, Good, Old Whiskey. 


It is a notorious fact that the con- 


sumption of crude spirits, masquerad- 
ing as whiskey, is injurious to health. 


Doctors frequently recommend whis- 


key taken in moderation as a whole- 
some beverage, medicinally valuable; 
but what they intend to prescribe is, of 
course, a pure, well-matured whiskey 
and not a more or less injurious imita- 
tion of the genuine article. 


DOESN'T SEES FAIR. 


United States Internal Revenue Col- 
lector Bernard Bettmann, in an inter- 
view published in a recent issue of the 
Cincinnati TIMES-STAR said: ) 


"There are distillers who mate good whiskey 
and who age their product by the natural method, 
waiting from five to seven years for the result. 
It does not seem fair that the goods of this man 
should be brought into competition with those of 
a rectifier Who takes the fiery spirits just as they 
come from the still, colors and flavors those spir.its 
and bottles the stuff in packages bearing'labels 
which guarantee the contents to be genuine five- 
year-old whiskey; when it may not really be a 
week old, and not whiskey at all." 


A TOIQtTE GOVERNMENT LAW. 


But how is the consumer to distinguish 


the good from the bad, you ask. 


Don't you know you can buy an abso- 


lutely straight, pure, unadulterated 
whiskey and get a guarantee from the 
United States Government to that effect? 
It is a fact. 


" EDGEWOOl*"' Iri THE BRAND. 


Uncle Sam does not put his stamp of 


approval on many produc ts, but wh iskey 
bottled in bond under the supervision 
of his United States storekeepers bears 
over the cork a little green stamp, 
which is printed in the United States 
Bureau of Printing ana Engraving 
where greenbacks and gold certificates 
are made. "Edgewood" bears this 
stamp. . 


The Government protects you against 


counterfeit money, and counterfeit 
whiskey in the sajne manner. 


"Edgewood" is genuine whiskey. 
From the time the grain is weighed 
by the Government storekeeper and put 
in the still, it is never for a moment 
free from Government supervision and 
control, until it is tax-paid and shipped 


from the United States bonded ware- 
house. The opening in the mash tubs 
and fermenters are locked with Govern- 


ment locks for which the storekeeper 
carries the keys. 
When the whiskey 


comes from the still the storekeeper 
draws it off into barrels in the bonded 
warehouse, to which he also carries the 
keys. 


H.OW STORED. 


"Edgewood" is stored in selected 


white oak barrels? here the whiskey 
remains, while maturing, exclusively 
under the Government control. The 
distiller himself not being permitted to 
enter his own warehouse unless with 
the permission of, and in the presence 
of the United States storekeeper. 


After the whiskey has been maturing 


for four years or more, the distiller may 
make application to bottle it and must 
specify the size of the bottles, number 
to be put into each case, etc., where- 
upon the Secretary of the Treasury 
orders stamps printed. The whiskey is 
then bottled under the eye of the store- 
keeper who supervises the putting on 
of the stamps, after which the bottles 
are put into the cases and may be re- 
moved from the warehouse. 


It is thus seen how jealous Uncle Sam 


is concerning the care of whiskey, 
owing to the fact that it has never left 


his control, he guarantees to the public 
by the little green stamp that the whis- 
key in the bottle bearing it is pure and 
free from adulteration, of one hundred 
per cent, proof, and not less than four 
years old. 
* 


THE GOVERNMENT STAMP" SHOWS : 
1st. The date of distillation. 
2nd. 
The name of the distiller. 


3rd. The number of the distillery. - 
4th. The state and district where- 


in it is located. 


5th. The proof of the whiskey. 
6th. The quantity in the bottle. 
7th. The date it was bottled. 
ONE OF ME EARLIEST SETTLERS. 


Edgewood is one of the oldest brands 


as well as the best whiskey made in the 
State of Kentucky. The grain used is 
carefully culled. The water is furnished 
by the Old Elm Tree Spring, a bubbling 
fountain of cold, clear water t hat slaked 


panions in the early days of Kentucky. 


AX OLD-FASHIONED SOUR MASH. 


The distilling is done according to 


the old-fashioned Sour Mash process, 
the fermentation lasting ninety-six 
hours, and when the whiskey conies 
from the still in a limpid, crystal stream, 
it is drawn off into barrels that have 
previously been charred on the inside, 
in order that as it mat ures, the charcoal 
may purify it by absorbtion of any 
deleterious qualities. This charred lin- 
ing to the barrel also gives to Edgewood 
its beautiful amber color. 


WAREHOUSE HEATED BY STEAM. 


Edgewood whiskey is cared for like 


a rare flower, or plant, and watched at 
every stage of its development. The 
warehouses are kept at summer heat all 
through the winter months. They are 
dry nnd clean. The fresh air is con- 
tinuously circulated through them by a 
complete fan system, in order that the 
last vestige of impurities thrown off 
through the pores of the barrel may be 
taken up and carried away. The child 
of a found parent receives no better 
attention or more watchful care than 
Edgewood whiskey. That is why it is 
the best whiskey made and why it is 
pure and wholesome. It is_ the kind of 
a stimulant you would give to your 
family in ease of sickness, confident 
that it is free from any injurious ele- 
ments and is perfect as the most solici- 
tous care can make it. 


HONORED AT THE WORLD'S FAIR. 


Owing to its purity and excellent 


quality, Edgewood was selected as an 
example of a whiskey free from adult- 
eration, and as such is now on display 
in the National Pure Food Exhibit, at 
the St. Louis World's Fair. 


The Bottled-in-Bond Act was passed 


by Congress and allows distillers to 
bottle, under Government supervision, 
straight whiskey in bond not less than 
four years old. 
The United States 


Government prints the stamps and 
affixes them to the bottle, and thus 
guarantees that you get a pure, straight 
whiskey at least four years old, and one 
hundred proof. 


Ask your dealer for " Edgewood "— 


Bottled in Bond, and ascertain that the 
stamp is intact. If your dealer doesn't 
keep it, write us and will see that you 
are supplied. 


The Edgewood Distilling Co., 


Cincinnati, O. 
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*o SARAH'S 


STRATEGY 


By C. B. LEWIS 


&>;. i,, r. B. 
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Sarah 1'endergust \\-,is not to blame 


that she had lived to IK- as:e of tlih-'y- 
three without ben,:; marru-d. 
When 


she looked back o\cr the lonz road 
she couldn't sec wheu- it --viis her f.iult. 
aud as for other p. ., le they s-.'.id: 


"What. Sarah I't-nikr^ast. the old 


maid? 
\Yliy* sht-".-- IK en u-ylnir her 


catcb a man, am', -he'd give all her 
old shoes even to ^-iy yes to a widower 
eighty years old." 


Indeed, it was iio one's fault. 
It 


was simply cue of tho^e thinss that 
occur now and thin in every i-oiniiiu- 
nity. 
A girl gets !--ft out for no par- 


:iciilar reason, ami the lirst tiling she 
iiiows she's bei7r_- called aunt and 
looked up to with respect due to old 


e. Sill-all had a ln-oilicr William for 


whom she kept IIUHM-. 
William was 


an old bachelor and inclined to silence. 
but now arid then he had a way of 
making the sister ici-l that her mission 
tiad been left unaccomplished. On the 
nisht of her thirty third birthday the 
spirit moved him to say: 


"Sarah, I've Ihi'il a single life for 


forty years, and 1 dou't intend to 
change it, but if I were you I'd ta't a 
husband if I had to chase him from 
here to Bebee's Co'-m>rs." 


'I could have married ten times over 


If I had wanted to leave you," she re- 
plied. 


'Well, dou't let HIP stand in the way 


any longer. I ain't blaming: you alto- 
gether, but folks niv jrii^linsr aud pok- 
ing fun at you all over the county. 
Why dou't you get nut and hustle like 
other girls'.'" 


Sarah defended her position with 


spirit, but that niu'lit after she got to 
bed she lay awake for two hours and 
then came to a decision. For the first 
time since she was old enough to mar- 
ry she made up her mind to go ou a 
man bunt and sbow Brother William 
and the rest of Temple county that she 
could get marrJeil ;is well as other 
folks. A thing that helped her to reach 
this decision just at the time was the 
fact that young Enos Johnson, son of 
Farmer Johnson, had been paying her 
attention. That is, he had called at 


EXCURSION NOTICES 


To St. Louis World's Fair at approx- 


imately one cent j>er mile via Pennsyl- 
vania Lines—World's Fair excursion 
tickets to St. Louis will be sold via 
Pennsylvania, Lines at approximately 
one cent per mile each Taesday and 
Thursday until September 29th, valid 
in coaches of through trains, good re- 
turning williiu seven days. These are 
the lowest fares at which World's Fair 
excursion tk-fcets to St. Louis are sold. 
Fifteen day tickets, sixty aay ticKets, 
and season tickets sold daily at 
re- 


duced fares, good in sleeping or sar- 
tor cars with required Pu'iJman tick- 
ets. For full infonration consult J. 
L. Worth, Ticket Agent, Pennsylvania 
Lines. Newark, Ohio. 


Low Fares to Boston—August 12th, 


13th arid 14th, excursion tickets to Bos- 
ten, 
account National 
Encampment 


Grand Army of the Republic, will be 
t-old from all ticket stations on Penn- 
sylvania Lines. For full information 
regarding fares, time of trains, etc., ap- 
ply to Local Ticket Agent of those 
lines. 


Low Fares to Louisville—Excursion 


tickets to Louisville, Ky., account K. 
of P. Biennial Encampment, will be 
sold ever Pennsylvania Lines August 
ISth to 16th, 
inclusive. 
Information 


Hoarding fares and time of trains may 
be 
ascertained 
from 
Pennsylvania 


Lines Ticket Agents. . 


San Francisco and Los Angelas, 
ac- 


count Triennial 
Conclave 
Knights 


Templar, and Aug. 28 to Sept. 9 inclu- 
sive, account Sovereign Grand Lodge, 
I. O. O. F., will be sold via Pennsyl- 
vania Lines. For full information re- 
garding fares, routea, etc., apply to 
Local Ticket Agent of those lines, or 
to L. B. Freeman, District Passenger 
Agent at Columbus, O. 


. EXCURSION NOTICES. 


VACATION TRIP TO SEASHORE. 


Low Fares to Famous Ocean Resorts 


via Pennsylvania Lines. 


Nothing can take the place or a vaca- 


tion passed at the seashore. A special 
opportunity to enjoy twelve days' out- 
ing at the most attractive summer hav- 
ens along tiie Atlantic Oast is offered 
by the Pennsylvania Lines Seashore 
Excursion, August llth. Round trip 
fare $13.00 from Newark. O., to Atlan- 
tic City, Cape May, Holly Beach, Ava- 
lon, Anglesea, Wildwood, Sea Isle City, 
Ocean City, New Jersey; Ocean City, 
Maryland; Reboboth, Delaware. 
Pro- 


portionately low fares from other 
Pennsylvania Lines stations. 


The pleasure of the midsummer out- 


ing to these famous seaside resorts is 
enhanced by the opportunity to visit 
Philadelphia, where stop-over will be 
allowed on leturn coupon of Seasho-e 
excursion tickefs. J. L. Worth, Ti :k- 
et Agent, Pennsylvania Lines, Newark, 
O., will furnish further information. 


Low Fares to the West— May 3, 17, 


June 7, 21, July 5, 19, August 2, 16, 
Homeseekers' tickets will be sold to 
points in the West, Northwest, South 
and Southwest, and Canada and Mexi- 
co. For further information, apply to 
Ticket Agents of Pennsylvania Lines. 


Low fares to California— Augnsl IE 


tc 27, inclusive, escursion tickets to 


To St. Louis—The Baltimore & Ohio 


railroad will sell excursion tickets 
frcm Newark, Ohio, to St Louis, Mo., 
account of the World's Fair at the fol 
lowing rateE-: 


Tickets good for tne season, return- 


ing any time to December 15th, 
will 


be sold every day at §19 fo.- the round 
trip. 


Tickets good.returning within sixty 


days, not later than December 15th, 
v.ill be sold every day at ?16 for the 
(round trip. 


Tickets good returaing within fif- 


teen days will be sold every day at 514 
for the round trip. 


Coach excursion tickets, with ruturn 


limit of seven clays, ^.'jil be sold twice 
a week, every Tuesday and Thursday, 
curing the months of July, Augus-t and 
September, at $!)."". for the round trip. 
Coach ecursixon Tickets are restricted 
to day coaches, whetht-r or. regular or 
special trains. 


Biennial Encampment. Tickets will 
hi good for return until August 31 
1904, but may ba extended until Sep- 
tember 15 by deposit <vith Joint Agent 
and payment of ?0 cents. 


Low excursion rates to Boston, Mass. 


On August TZ, I?,, and 
14, inclusive, 


the Baltimore am\ Ohio railroad com- 
pany will tell excursion tickets from 
all local stations west, of the Ohio riv- 
er to Boston, Mass., at very low rates, 
account G. A. R. National Encamp- 
ment. Tickets -will be gooa for return 
until August 20, but may be exten-lec' 
to September 30. by deposit of ticket 
with Joint Agent and payment of 51 
cents. 


Low Rates to Points In the South 


and Southeast, West and Northwest.— 
On first and third Tuesdays of May, 
June, July, August, September, Octo- 
ber and November, 1904, the Baltimore 
& Ohio Railroad 
company will sell 


Homeseekers' excursion ticlcets 
at 


greatly reduced rates to points in the 
South and Southeast, West and North- 
west 


Very Low Rates to Mountain Lake 


Park, Md.—August 1 to 29, inclusive, 
the Baltimore and Ohio Railroad Com- 
pany will sell excursion tickets 
from 


all local stations west of ths Ohio river 
to Mountain Lake Park, Md., at very 
low rates for the round trip, account 
Mountain Cbautauqua Meeting. Tick- 
ets will be good for return until Aug- 
jst 31. 1904. 


Ixjw rate recursion to "Wheelit'g. W. 


Va.—On Sur.'lay, August VUh. the Bal- 
timore end Ohiw will sell excursion 
tickets to Wheeling, W. V-i, at rate of 
$1.50 
for the round trip. Special train 


leaves Newark at 7:35 a. .n. Tickets 
good for return on special train leav- 
ing Wheeling at 
c:30 p. m. (Central 


Time) same date. 


Vesy Low Excursion Hates to Ssn 


Francisco, Cal.— August 15 to 2i, in- 
cl-jsivc. and Aug'ist 28 to September S 
iuHusive, the Baltimore and. Ohio wil! 
sell excursion 
tickets at 
extremely 


low rates t<- San Francisco. Ca!., ac- 
count Triennial 
Conclave. Knights 


Tc-mplar, aud Sovereign Grand Lo-'.ge 
I. 0. O. I-'., good for return until Oc- 
tober 23, ly04. 


Very Low Rates to Louisville, Ky.— 


August 13 to 1P: inclusive, the Balti- 
i-iore and 
Ohio will sell excursion 


tickets from all local stations west of 
the. Ohio Tlivf-r to Louisvil:e, Ky., 
af 


iatc- of one fare phis -» onts for thf 
round irip, accouut Knighr.s of Pythias 


Low Rate Excursion to Atlantic City, 


N. J., and Other Seaside Resorts.—In 
order to give its patrons an opportunity 
to visit the seashore at a nominal cost, 
the Baltimore & Ohio Railroad Com- 
pany will sell low-rate excursion tick- 
ets to Atlantic City, Ocean City, Cape 
May and Sea Isle City, N. J., and 
Ocean City, Md., on Thursday, August 
18, 190-J. 


Atlantic City, N. J., the most popular 


of the hundred or more resorts along 
the Atlantic Coast, is pronounced the 
finest watering place in the world. 
This great American Seashore Resort 
has kept pace with the times and pros 
pered. The hotels have grown in num 
ber and size. 
Prosperity and popu 


larity are with it 


The surf bathing which has made 


Atlantic City famous is one of the won 
ders of the world. 
The sight during 


bathing hours defies description; men 
women and children in bathing 
cos- 


tumes of varied hues form a picture to 
be seen only at Atlantic City. 


Aside from the seaside 
features 


Atlantic City has amusements of every 
kind. 
Great iron piers extend hun 


dreds of feet into the ocean. Each pie; 
has its summer theater and band 
stands, and for a. nominal price one can 
enjoy the comfortable chairs of the 
pier and listen to the 
music ot the 


bands throughout the entire day, if he 
so wills it. 


The proximity of Atlantic City to all 


the big central and western cities, by 
reason of the excellent through train 
service of the Baltimore & Ohio Rail- 
road, makes it the resort of the masses. 


Tickets will be available on all 


regular trains, and will be good for 
return twelve days, including date of 
sale, thus saving ample time for an en- 
joyable outing. Stop-over within limit 
of ticket 
will be allowed at Philadel- 


phia, Pa., and 
Washington, D. C., on 


return trip. 


Enos galloped about with more vigor 
and bcL-an to wonder if lie wasn't a 
good I'l-al of a fellei after all. »Lie so 


and nt-arer the hole cut i:> '.lie ke that 
ini>rii!n:;. 
L'y ;\ml b\ she -^ut a \\ar.i- 


in;:, and later ou am",h.'r, but .-.he 
smiled and said she bad a Lero ;»t hand 
to s--ne her. Then cai.je tlio climax of 
her planning. 


There wa« a quick run duivrdiil!. a 


long slide and a fa I' and u scream, and 
into the hole siu- went, 
it v\;ts iio 


matter tlu.t her 
f<-'.-t I'niUl tou«-h the 


cold mud and make the bullheads won- 
der what was iiuing on or that bhe 
could have pulled herself out a* fast 
as She srot i:i had she so minded. She 
had a part to play, and ''he played it. 
At her first suvaiu Enos started for 
the li'iu.-o vp'liTur "I'-ii'i.'!" at the top 
of bis, vi,ice. At her second lie t u m i d ! 
back and grabbed a fer.ee rail and, 
shoved It at her so vijwruasly ''.sat be 
Came near breaking her iilis with tl.e 
end of it. 
It was nut until scream 


the lifth had ri»en on the night air u> 
make the blurs turn pale aud shudder 
that IJLIS tliiujr down bis lint, yanked 
off his oveivnai and blue yarn mittens 
and .showed hiuiM'lf the hero that he 
was. 


After try'ni: to push Sarah a fuot 


farther d"wn into the mud anil water 
tie suddenly realized that the right 
way was to pull instead of push, and 
with a heave and a snint he Hopped 
her out on the ice. 
He had heard 


that half drowned people ought to be 
rolled on a barrel. There was no liar- 
re! handy, and so he rolled Sarah over 
aud over in the MIOW. 
When he be- 


lieved that he had recalled the flame 
of life he picked her up like a hag of 
potatoes and flung her over his shoul- 
der and started for the house, and there 
was no mistaking his feelings when he 
said: 


"If Sarah dies of this I hope our 


old nniley cow will kick tny head off!" 


In wading through the snowdrifts 


and climbing rail fences Sarah was 
dropped three or four times, and each 
time she faintly protested that she was 
able to walk, but the hero had been 
roused to nut'on and nothing could 
stop him. l"p went Sarah again, her 
shoes leaking mud and water and bet- 
wet arms clinging around Enos' neck 
and shoulders, and at last he arrived 
at the Uitf-hen dour and kicked it open 
and laid his burden on the floor. 


"Oee whi/;. but what is it?" gasped 


Brother William as he got his sore heel 
under his chair and faced about 


"Sarah's fell iu the pond!" 
"No!" 
"And 
I've fell in love with Sarah!" 


"It can't be!" 
"Enos, darling, kiss me!" came from 


the soppy bundle on the floor. 


"Durned if I don't, and right off now, 


with Dill lookin' on!" 


Next pjorniii'-r at breakfast, after a 


long period of silence, Brother Wil- 
Hnm queried: 


'•Sarah, who cut that hole in the 


Ice?" 


"I did," she promptly answered. 
'•Yriioa ore you aud Enos to be mar- 


ried?" x 


"The first of Mar." 
"Urn! I see. Sarah, you fire no old 


maid!" 


HE GRABBED A JTSCE BAlIi ASD SHOVED 


I f AT H2K. 


the house now and then of an evening 
to eat apples and popcorn in her com- 
pany and to t-ilk weather and crops 
with her fanner brother. Sarah had 
aimed far higher than Enos. who was 
a whole souleii fellow, but know more 
about rutabagas than the spelling book. 
But Enos would do at a pinch, and the 
pinch seemed to have come. Thirty- 
three years old she was by thf record 
in the family Kiijle, and even Brother 
William had Ix'-im to be sarcastic and 
impatient over it. 


The innocent l-'.nos didn't know what 


was in store for him and therefore 
came over the n'-st evening to tell how 
the old spotte-! cow had a bore back 
and one of the i.ogs had a swelling on 
its jaw. If ho ! idn't been so busy eat- 
ing Spitzcnbm- apples and cnickin" 
black walnuts he might have notiec'l 
that Sarah wa- more affectionate than 
usual and that Brother William went 
off to bed bail an hour ahead of his 
usual time. But Enos had no guile and 
didn't expect it .n others. 


Before he i r ' t for home he had 


agreed to go !-'. ''ing'on the pond with 
Sarah the w.v ' vening. and that night 


•_-ain to do a little mote 


morning, ns soon as 


''her had taken his '1°- 
woods, she bunted nu1 


ided through the snow 
'>Id wheat iield to u:t a 
in the ice. Had the 


,t gentleman's farm it 


called a lake. 
][;;<! it 


:-arnyard it would haic 


. as a hor-.e poii'l. 
It 


an acre in extent and 


• d at that season of the 
winter, t;i<; f-.-v, 
inni- 


ed its wat'-r-. in MUM- 
own into the mud to 
10 frogs croakeci asrai'i. 
- came again behold 


nursing n sore hf-e! 


.n fire, and Sarah and 


! Enos canter • - about the poml like 


j two children -. <>n a holiday. The No. 
! 10 boo.s wor: 
i>y Knot. FOOII made a 


'sliding place, '-'id, of course, the coy 
Sarah—Enos i.r-'t never seen her so coy 
before—man;; 1:^1 to slip down at every 
slide and be .-«t on her feet again by 
his strong arir.a. 
Gradually, as she 


j grew more coy and 


she lay awake 
pia nning. 
N'-' 


the bachelor \< 
parttire for ti.. 
an old ax and 
to u pond in t! < 
good sized h' ' 
pond been 01 
would have 1" 
been nearer i .- 
been referred 
was only al-"'- 
four feet de<-;.. 
yenr. being 
• 


heads who i" 
rner had goi • 
hibernate urr ' 


When ev- 


Brother Wil. 


i before the k ' 


The Guidance ot Reason. 


The villagers were all gathered round 


tlae little store talking about Sam 
Jones' lost colt. It was a two-year-old 
and had strayed out of the pasture lot 
the day before. 
Sam was worried 


about ir, the neighbors had all been 
out looking for it without success, and 
no one seemed to know where to luok 
for it. 


Jim stood there looking on aud lis- 


tening. 
Jim was a tall, lank young 


fellow, regiird»d as halt" witted by 
some persons and as foolish by others. 


"I think I could lind your h-horse." 


he said to Sam Jones.' 


"You? Why. Jim. how do you think 


3'ou could tind him when we have had 
the best men in town out looking for 
him?" 


"Waal." said Jim, "I 
could 
try, 


couldn't I?" 


"Yc-s," answered the 
owner, "you 


can try, and if you find him I'll give 
you a dollar." 


''All right," said Jim and walked 


away on his search. To the surprise of 
all lie returned in l^ss than half an 
hour leading the missing horse by a 
rope tied round hit, nt-'-k. 


"Well, well!" said Jones as he took 


the horse and paid Jim the dollar. 
"How 
in the world did you find him so 


quick?" 


Jim answered in his long drawn out 


words: "Why, I thought. 'Nov.-, if I 
was a hor.-e, where would I go?' And 
so I went there, and he had." 


"I ;un int'-rested in a mail order bilsi- 


nes-; in expert dice and card work," 
snid a f'hic.igo man. "We sell ftirni- 
tur" ."nd furnishii'irs of all kinds for 
ch'l) houses and other plnr-cs nil o-. 
fli" (o'uitry. 
'J h'-ro is a \i\z Im-ni1 


in io,id<d <\\f- :iud marked cnid.-, a IK 
olh'-r trick deviV-s to gather in tin 


i coin, but I lime yet to see a roiil«-!t'. 
! wheel wlii'-h is not operated on the 
' ?q'-,.-n<'. 
It 
i.-> inij")-^:))'!.- to nuikc 


rni:!e'!e wher-i which N crook'-d ami 


i whii-h will bear iii-pe'-tioji. 
On."- hi-,ir- 


1 f,tr-n"-i (i<-'-;i:»ioiM!iy (.f wh""Is lh;it an 


arrni-^'-d v. i t l i electric vti]•'••> or v t i ' h 
l i t i i . - j,,n« to K'T-p iho b.ill from dr-ip- 
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Tl!e pastor of the M. E. cliurcK wil) 


close his pastorate with the 
Hebron 


and Kirkcrs\ilie chvrcies September 
}, ard with White Chapel aud JacXsou- 
tuwn churches August L'S. 


Preaching at Methodist church Sun- 


ilayday 
morning following 
Sunday 


school; Sunday evening: a short ser- 
mon will follow 1-ipworth league ser- 
vices. Sermon 
subjects, "Home 
Re- 


ligion," and "The Valley of Achcr." 


Preaching at the Kirkersville .".Teth- 


juisr chun.u but'iiay 
at 
- -M p. in., 


iiandard time. 


IIr. and .Mrs. 3. II. Rosebrou^h en- 


ertained several friends 'rooi Newark 
d.~t Sunday at their borne 
on Main 


'-treet. 


Misses Clara and Fannie Diiflill sncnt 


'-'aturday and Sunday with friends at 


alimibus. 
After a pleasant 
viMi 
with 
Airs 


Amos Ha.rrii, Jli'u. Bearing 
ha.s 
rc- 


t'lrned to her home in Columbus. 


Albert IX Turner, who conducts a 
igai- and confectionary store on Main 
treet. has been a severe sufferer for 
several works with 
spinal 
trouble, 


which disabled 
him 
liron-. 
walking. 


Tuesday he was taken to Newark to 
the office of Dr. B. F. Barnes where 
in X-ray examination was made, find- 
riS his casr very critical. 


Friday was a gala day.for "Camp 


Myers", near Buckeye Lake, where 
Mr. Crist and family of Newark, are 
camping. They entertained in a very 
lelightful manner on that afternoon 
£bout 2. 
r> little girls and boys in honor 


of their little daughter's 81 h birthday 
mniversarv 
Tin: children were all 


the pupils of Miss .Myrtle Davis' Pun- 
day school clasi Mr. Crist came to 
Hebron after them with a two "horse 
wagon, and after loading up the little 
ones, who were chaperoneu by 
Miss 


Pavis. • they proceeded to 
trie camp 


ground where an enjoyable day was 
spent. 
There were several 
present 


from Newark, and all enjoyed the hos- 
pitality of Mi. and Mrs. Crist to 
the 


fullest exten1". Mr. Crist's liitle daugh- 
ter was the recipient of several pres- 
ents. 


Claude Rogers left hera Friday to 


join his brother and siste/ at Stool'- 
ton, Cal. The Rev J. H. Rogers and 
the rest of the family expect to leave 
here for Stockton after the M. E. con- 
ference, 


Mr. and Mrs. Edward McGratt 
are 


the proud parents of a bal-y girl. 


Mrs. 
Sarah Hut?ell and two daugh- 


ters. Mary and Philbeita, were g-iests 
of Mrs. Amos At\vcod, Wednesday. 


W. A. Smith and family of Granville 


were guests of S. S. Sawyer, Sunday. 


Mrs. 
Marble and son. of 
Columbus 


were gr.iests of D M. Geiser and wife 
Sunday. 


Mrs Frank Swartx of Newark, ac- 


companied her mother. 
Mrs. Mary 


Wharfon, to her home here Sunday. 


Mrs. 
Dr. O. M. Kramer and daughter 


Porothy spent Sunday with friends at 
Millersport. 


Charles 
[ygard 
of 
Columbus 
is 


his 
vacation 
herr- 
with 


friends. 


Miss Nellie Ilutsell. 
who 
rccentlv 


finished her work at the iJiiss Collesjr-, 
at Columl-u", ha.s accepted a position 
as bookkeeper with Pence & Swisher, 
grain morel ants. 


Several from here attended at f un- 


real of Thomas Cherry 
at 
Newark 


Tuesdav. 


Mr.s J. O Oa\i.- and '-'rauddHUghtcr, 


Katie, will leave h<re Thur-sday for the 
Lar/P-'-'tor camp 


Mis.s-;s Winnie- and Nora \\Vlis an-1 


Mary and Carrie f-lutxell »~ Colnmhns 
are ipen'lir.f: thfi-.' vacation with their 
parents hero. 


The Rf-v. O. C. White and fan-.ily oC 


Baltimore. Md.. are 
the 
giiobf; 
of 


fnr-r.'ls hr-rn 


C 
V. Ii'-l,oiil 
yii'l fiimilj 
ha\.-' ai- 


rivf-'i horre 


• "hn 
1-. Ha\is v. a-, \ri\ IHIK rtunal'- ii. 


Irnins H \aluabl" hor.<«- ni'-f-t w i ' n n 


*< rioti:'. a''i'icnt. !t .<-*r-p|)i d on a ni'-'ty 
nai! which ;^r,ptrato<! in In'- 'lo.ith or 
r.hont tv.ii :i!(ii"^ ii:t.f. Hif foot. 
Pr 


Jo;-."-.. <>\ .V' wa"i;, is attfiidinv: to il-j 
n ciri'1-' -nid IT/J)"S lo s-iv thf nor?';. 


\\h:l r- an<; fa mil v ot N»'-^ark, 


'vin', to Il<-l,-ron in (heir rnsi- 
n thf 
<"a-..ada f-ifio. 


a Dl'avan* vi:-it with th.c fam- 


A FREE TRIP 


—TO THE— 


Great St. Louis 


Exposition. 


To one boy and one girl be- 


low the age of 19 years—re- 
ceiving the greatest number 
of votes, will be given a 
Free Round-Trip Ticket 
To the Great St. Louis Expo- 
sition. 


A vote is given with the 


purchase of each g'lass of soda 
5 cents, and the contest be- 
gins Monday morning, May 9 


The victor can elect to take 


the money if he cares to do BO 


E. T. JOHNSON 


Druggist. 


No. 10 Warden Hottl BlttM, 


Notice! 


II you want the best Warm 


Air Furnace, Charcoal, Spout- 


ing, 
Tin, Slate and Iron 
Roof- 


ing, 
Steel Ceilings, Sheet Iron 


and 
Copper Work, Repairing, 


Workmanship and Material, call 
on 


Bailey & Keeley 


Nos. 78 and 80 West Main St 


New 'Phone 133. 


DRS. 
CORKWELL & SCOFIELD 


OSTEOPATHIC PHYSICIANS 


THE AVALON, 


Rooms 1, 2. 3 and 4 of Suite 5. 


Both Phones. 
- - - 
Newark, Ohio. 


DR. HARKY E. HUNT, 


HOMEOPATHIC 
PHYSICIAN, 


Newark, Ohio. 


RESIDENCE — No. 56 North Second 


Ft roe i. Xev, 'plioiu ^ O'.i !0±2- Old phone, 
Main 
Gfi. 


OFI--IOK-R.ii.in 11, Lansing J31ock. New 


'Dhot'C 1022. 
' ' 


Dr. J. T. Lewis, 


DENTIST. 


Office— New 'Phore 81S, 42 1-2 North 


Third St.; Res. Old 'Phone 403. 


Tooth o\tiacteil 
without pain. Work 


Kuai-antoed. Oflic3 hour;. 8 to 12 a. m., i 
to 
~> [>. m Ooen Y,°t dnesclay and Saturday 


fcveninss 7 to 8. Olhf-r evenings by ap- 
rc.iturnent only. 


DR. A. W. BEARD, 


DENTIST. 


Oflifi Hr.i.rs S to 11.JO; 32:30 to 5 p. *n. 
l_"i.- to-<i iic methods in dentistry. Fill- 


i>ip. ('rowimpr ,\i d Bridge Work 
and 


Platen of ah kinds. All work ff.iaranteccl. 
lixtra'.-tir.tf :i specnlty, and as near pain- 
li MS .is rio.is.ble 
G is and Vitalized Air 


u.'-cd when (k-sir^il 


227 Granville street. Old pnone. 301. 
Office Fiivt .st:>ir'-.ay north of Carroll's 


dry goods More. North Third street. 


4. TV. BANTOJV 


ELECTRICAL CONTRACTOR 
AND SUPPLIES 


Ceiling and desk fans. No. 49 N. 3d 


•.t. with Sayre, the slumber. Citizens 
'phone, office 107; res. 564. 


DR. R. A. BARRICK 


DENTIST. 


Thrr-r: 
spiebili.it", tond 
atlvicc. 
first 


• •l.is.s work. ; r d rro'leryte fii:i.ri:P:-. !£ vou 
t.-mt goo I work, i-nc- t i i a l is all I ask. 
Wi rk .mil t;).,rKf? v,-ar!,iiue-i to be satis- 
far-Hirj. 
Vit::lr-;.jd air 
iidminlhteied 
for 


t.Mr.ictim t'--et' 
ttithcut 
p.;m. 


onifj- 13 1-^ Xirili Third St.. Newark. 


S. M. I'LXTUR. 
ROBBIXS HUXTKR. 


HUNTER 
& 
HUNTER, 


Atto'neys and Counseilors-at-Law 


Newark, Ohio. 


"'A ill pr^.-ti^e in l.icl.-ing iii'l adjoining 


counties in :ii; tl>-3 courts, ctunty, stale 
i-itd I'l'ite-J Suit:-?. 


Si^--i-il at"n!io-, ^fivTi to 
(ollr-r-':r>n^ 


; i rl .!i" Wi-uins of d"f"K. TV-ill^ mid rrm- 
; r n i ^ 
if ;i!i ^nu!-.. .im! to the !n.^;-ic-f..s of 


: 'Inni!i~ti itoi -.. i->c-i utnrss a.io guardi.ias 
jr. ti. 
1'i-obiti. C'o-irl 


OrKli'K- Hnntor ^ JoriP" P.lnrk. "\\>st 


^-id' ot Putjlic SriUiSru. N"w phony 375. 


E. M. P. BRISTER. 


Attorney at Law, Newark. 


OfTirr. i;i - ' K m 
J"rrr"-ily 
o.-">;ri'.-d hx. 


J-'jc-i .\7. Ix-'in'-. fol ihv.-->-l c fj.er VVesl 
.M -:n ..-.d 
I I i-fi Mi"'-!;. 


\V,'l J.r.i.'ll'-.- 1:1 .ill t i " f-n nt<. Sr>Prr>l 


nlto:,ti"ii si\c:i to the iettlcrr-iit of es- 


K 


\fti 
, b'i* '-'oil (.'in 
put 
tli'-ni all 
<l')\Mi a-, I 


fa!-<-. 
H a I'l.in c-nild iir-ent a i n : i - ! , ; v of 
j.- ^ 
c;u)t.- on 
Bacon 


WALDO TAYLOR 


Attorney and 
Counsellor at Law, 


Newark, Ohio. 


' ch"'.r: 'vhleli wov.id a=«urp him t h a t i!ie 
I :ill w:!i f,.!': on -i o'rtniTi nunihT or 
evon fin :i f-rt .'n '-ol-ir or on odd or 
e\ <•'.*: iiuirilif r 
4-, h" v. o-iM r,i-\ e^ have to 


work :!^:iin. 
I'.r. :l ' :ui:iot be don". 


In l.-irire citie- cr,;;:ibiin^ is ;-rotetted by 
th^ police and n.jlh'rij; of that sort 
would be allowed. 
Where skin games 


are 
sell 


. 
WiM p-;i.''!'0 17' r<,ii7ifi. S 


Mt« \Vm 
MfCIeilaiu' and 
daughter. 


Hilda, returned to Col'imbus, Saturday. 


A 


a rf>~ 
l 


Puts ar. End to All. 


oftimos comes as 


't of unbearable pain from ovr-i John David Jones. 
rrcran=. 
Dizziness, 
backache 


i i ( . i i ) t r « i i i M > ^ * ' * i > 
t » i i ^ , i - « T * T « t * * f c 3 n * » - * « — • 
. 
. 
. 
_, , 
. 
. 
, , 
-tA ,„; ,. ;.. ,„ liver cnmp a-nt and constipation. But 
n operation the f,T.onto trick is, to ' 
, 
' 
, 
, , f v 13-n - 
^rur^-r^.'r^. ss^r^s •'?',« 
on thai nowadays-Milwaukee Wii- : £"tlo '"" «"«">»S»'- 
' O' «hom. O,,h- 


*°nsin- 
'druggist 


iif1 Vod- 


;nt''i ti'in .-ivf-p. in h-jM'ie«<; of i>xe"i-.tors. 


I n:--:;'^ ,.'ir! P.-! ti'i-')•- < t Re3! Es'.-j :e 
I 
Off;< i ii-.i— K.-M! Ks:ate 
office, 
North 


1 Sij'- Public Scuare. 


Otnrauteed by Frank D. iluil. I 


Roderick Jones 


JONES & JONES, 
Attorneys at Law, 


nrtice*! i1' all iho courts, both State 
Nn'.'o,ini. Pr-j:npt attention rrivt-n to 
, --on1 ••• f,nci:U', 
and 
,n;rnini«trators 


g.i.ii jians a.xour,t5, 
a.-ivi aii Ktiga- 


No. J4 Lansinjj House Uloct, Nov/ark, 
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Would You? 
If You Gould 


Buy a silk waist at half price, one that is lined, good 
silks, sufficiently heavy for fall and winter wear. We 
offer, 


Saturday 


75 Silk Waists, 33 of them black, 42 ot them in col- 
ors, some of Peau de Soie, others of Taffeta, $5.00 
waists for 


$2. SO Each. 


Totnorrow^rAlso 
Summer 
Lawns, 
about 25 


pieces, choice of all 


3c a Yard. 


THE RAILWAYS 


Railroad Business Good. 


It is generally supposed that during 


a presidential jear all kinds ot busi- 
ness suffers, but President Ingalls of 
ol ihe Big Four, who is spending a few 
days in Cincinnati before returning to 
his family at Hot Springs, "Va., says 
that business is good al over the coun- 
try, and lie looks for a contmuarce of 
present conditions because the people 
are not afraid ot any revolution in 
iinancial or other policies, no matter 
who is the successful candidate for 
piesident. He ventures the opinion 
that Paiker will be elected. Mr. In- 
galls has been taking a much, needed 
rest. In regar] to the numerous ter- 
minal schemes he said that the Big 
Four was not involved in any of them 
up to the present time. 


Local Railway Briefs. 


Brakeman E. T. Phillips, who has 


been offff duty since last October with 
an injured arm, is rap'dly recovering 
and wil soon be able to return to work. 


Fireman F. O. Peck is xmaole tc 


work on account of a bruised wrist. 
, 


O R. Fraley has been marked up for 


Idlewilde Park 


Casino. 


Week of Aug. 7 


*• #• IP. 


THE 


Great Barlow Minstrels 


27 PEOPLE. 


The Park and Minstrel Band 


Orchestra will combine, giv- 


ing a band of 27 pieces 


and Orchestra of 17 


pieces. 


J? J? 
JT 


Special Features. 


Had] Lesslk 


The Gun Spinning- Marvel. 


Ed. C. Hays 


Cofnedian. 


The Barlow Quintette 


Stroug A: Troutman, Triple buck 


and wing- dancers and 


banjoists. 


Her, Burke and McDonald in 


"The Clowns Troubles" 


IT IP 
JP 


Special Saturday Matinee lOc 


Prices 10 and 15 Cts. Boxes 25c 


Seats on sale at the Wile«-Er- 


man Drugstore. 


service on the C. O division as extra 
brakeman. 


Conductor 
Galasrher is working 


again alter having been off for a short 
time. 


Fireman Henry Perkins is suffering 


\\ith an attack of malanal fever at his 
home on Barclay street. 


Canductor D. C. Scheffler, after hav- 


JD? been off duty for some days is 
marked up for duty. 


G. W. Retherford, an employe of the 


shops, is sick at his home on Race 
street. 


J. Elis, a well known B. &. O. passen- 


ger conductor, who fell out of a hay 
mow on July 23, severely injuring his 
ri^bt side, is still unable to work. 


Brakeman \\. P. Evans is suffering 


with a bad carbuncle on his back at 
his homo ou South Morris street. 


After a short absence, Conductor J. 


W. Dorlson has returned to work 


Brakeman F. E. Moats of the Mid- 


land division, is unable to work on ac- 
count of injuries received while in the 
discharge of his duty. 


Fireman J A. Ford is nursing sev- 


eral troublesome boils, and .s unable 
to work. 


Engineer J. Glassmeier is quite sick 


at Iiis home on Valandigham street. 


Engineer Wiliam Glenn is suffering 


with a severe attack of malarial fever 
at his home on Penney avenue. 


George Taeff, a well known carpen- 


ter emplayed at flie Baltimore and 
Ohio shops, aim w'ho recently under- 
went an operation for appendicitis at 
Ins home on South First street, is r3- 
ported as improving. 


A large number of ItaJlians arc en- 


gaged at work in the Baltimore and 
Ohio yards at this point hauling and 
unloading material for the new brick 
platform to be constructed at the de- 
pot. 


Brakeman Danforth has been given, 


a short leave ot absence. 


C R Riley, an apprentice in the 


shops, who has been confined to his 
home for several, dajs with sickness, 
is reported as rapidly recovering 


Brakeman Zellr.er has been given 


leave of ab&cncc for a few trips. 


Brakeman Edward Trott is off on 


leave of absence 


Theie will be a big excursion fiom 


Newark to Marietta and Parkcrsburg 
o\cr the Baltimore and Ohio railroad 
tomorow. The train will leave Newark 
at 7'"3 a. m. The fare for the round 
trip is $1.50. This excursion is in new 
territory, and no doubt many people 
will take advantase of it 


General Foreman Needham of the 


round house, who has bean attending 
the world's, fair hat. icturned home 


Brakeman W. G. Jenkins is laying 


off for a rest 


Yard Brakeman Russell has ten- 


dered his resignation. 


WHITE . SEAL. FLOUR 


PURE—WHITE—CLEAN—WHOLESOME, T.M 


DEATH 


OF A BOY WHO ACCIDENTALLY 


SHOT HIMSELF. 


Little Harold Singleton Passed Away 


Saturday Morning—The Mother 


Almost Prostrated. 


Harold, the twelve-year-old son of 


P.altimore & Ohio Engineer/ Frank 
Singleton, •who accidentally shot him- 
self on Thursday night, while shoot- 
ing at a mark with a flobert gun, died 
at the home of his parents, 99 Cedar 
street, on Saturday moining, at 9 1.1 
o'clock, while the funeral arrangements 
have not been completed as yet, it 
thought 
that 
the 
funeral 
ser- 


vices will be held on Monday after- 
noon at the Second M .E. church,, the 
Rev Mr Locke officiating 


MVs. 
Singleton, 
The litle 
boy's 


rrother, is almost prostrated. 


CHURCH 
TOPICS • 
SUNDAY 


Baptist Church. 


The pastor, B. P. Patt, closes his 


public services witfc the church, on the 
Sabbath. Morning subject: The Best 
Wishes of a Pastor for His People—2 
Cor. 
13-11. 
TL& coiuLuuiilGii service 


and reception of members will follow 
the sermon. Evening subject: 
The 


Best Object to Beholder—John 1-29. 
All are cordially-" invited. 


First Congregational. 


North Fourth street, north of Lo- 


cust. Sunday school at 3:30; morning 
worship at 30:45; Young Peoples' C. E. 
meeting at 6 p. m. No. evening ser- 
vice. 


St. Paul's Lutheran. 


St. Caul's church, "Evangelical Luth- 


eran .First street south of Main Rev. J. 
C. Schindel, pastor. Tenth Sunday af- 
ter Trinity. Bible schools, three de- 
partments, 9 a. m.; morning -worship 
10 20 o'clock, with sermon on the epis-. 
tie for the day: "The Natural and the 
Supernatural " No evening worship. 
Tuesday, 7:30 p. m. Mrs. Charlotte 
Schiele Ottman will read a paper OR 
"Justification by Faith." General dis- 
cussion and business session. Wednes- 
day, 7:30 p". 'TO., mid-week prayer ser- 
vice; S. p. m., lecture; 8:30 p. m. con- 
ference of Bible school officers 
and 


teachers. Thursday. 2 p. m.. regular 
session of the Woman's Home and For- 
eign Mission Society. The sittings in 
St. Paul's alway s free. Everybody 
welcome. 


First Church of Christ, Scientist. 
Second floor ot Memorial building. 


Services Sunday at 10 a m. Subject: 
"Soul." Golden text: "In the Lord 
Put I My Trust; How Say Ye to My 
Soul, and be as a Bird to Your Moun- 
tain?" Psalm 11-1. 
Sunlay school at. 


9:45 a. m ; Wednesday evening prayer 
meeting at 7:30 p. m. Reading room 
open from 2 to 5 p. m. daily The pub- 
lic is invited. 


Sixth Street Baptist. 


Rev. Frank McGlande will preach at 


the Sixth Street Baptist church on 
Sunday evening at 7 o'clock. Subject, 
"Religion." 


DIAMOND RING 


WHICH MR. BLOOMER GAVE TO 


DR. THEO. W. RANKIN. 


Christian Union. 


Pastor Maxwell will preach the sec- 


ond of the morning' series on "Walks 
and Talks with Jesus" and wil' give 
the second Bible character sketch in 
ihe evening. Subject: "Esther, the 
Beautiful Queen." These sermon lec- 
tures are attracting good congrega- 
tions and stimulating better 
Bible- 


study. Be sure to hear the rest of the 


j series. Sunday school at 2 p. m.; erne- 
Ion at 7 p. m. A cordial welcome to 
all. 
, 
u - - . 


Figurer, in an Interesting Suit Brought 


By Miss Daisy Cherry In a 


Columbus Court. 


Miss Daisy G. Cherry of Newark, has 


filed suit in Common Pleas couit iu 
Columbus against Dr. Theodore W. 
Rankin, of 138 East State street. Co- 
lumbus, to replevin a soltaire diamond 
ring, which :t ;s claimed was formerly 
the property of Bryant J. 
Bloomer. 


One hundred dollars damages for 
wrongfully retaining the ring is also 
demanded. One of the attorneys who 
represents Mrs. Cherry, stated that the 
action was a friendly one. 


Mr Bloomer was formerly a railway 


clerk who died of pneumonia in Prot- 
estant hospital at Columbus. 
Before 


his death he save this diamond ring to 
Dr. Rankin to give to MI&S Cherry. 
Now .t is claimed that he refuses to 
gho up the ring without some legal 
proof that ho is doing as he should, in 
order to protect himseif against any 
future claims of the heirs that 
the 


ring was rightfully theirs. 


T>r. Rankin. when asked about the 


case, paid that he had nothing to say 
about 't. He also stated that the ac- 
tion ^as a friendly one. 


eaten before breakast have 


a wonderfully beautiful effect on the 
complexion and can do no harm if 
eaten, 
in 
moderation.—Washington 


Sflar. 


MINSTRELS. 


The great Barlow Mi nsl re-Is tomor- 


row, 
6-lt 


West End Chapel. 


Rev. J. Vv 
T Maxwell's lecture on "'Es- 


ther, the Beautiful Queen." will begin 
at 7.30 p. m., Sunday, just after the 
song service. All the welcome. 


St. Ftancis de Sales. 


There will be no mass in the armory 


tomorrow. On account of Father O'Boy- 
lan's absence fiom the c'ty Father 
Watterson will have the regular Sun- 
ray masses at St. Francis de Sales' 
church toiuorow. The new East Enu 
parish will be organized next Sunday- 
August 14. 


Plymouth Congregational 


Bible school ex 9 30, morning •wor- 


ship at 10:45, when the pastor will 
preach. 
Evening service at 
7:30 


o'clock. Rev. C. H. Spurgeon's famous 
lecture on "Sermons in Candles" will 
be illustrated with the best colored 
stereopticon views, It is 'thought that 
this will be the best of all the illus- 
trated lectures vet held in this church. 
Mr. Spurgeon's fame was world wide, 
and so is the fame of this great ser- 
mon. 
Service begins at 7:30 o'clock. 


Doors open at 7. 


Spurgeon's Sermon in Candles. 
This famous lecture by the 
cele- 


brated English di\ine Rev. Charles H 
H. Spurgeon, will lie reproduced at the 
Plymouh Congregational- church Sun- 
day evening. It will be illustrated with 


You pride yourself on using 


the Prophylactic Tooth Brush. 


You will be actually con- 


ceited when yoti try the 
"P. S." (*?££?*) with its 
flexible fmndle. 


A delightful fed. 


3 5i2e*~A<fwire, Youth's. CMM's-tt •lUetlen. 


45 beaafifnlly colored slides. The ser- 
vice Segins at 7:30. Doors open at 7. 


Sixth Street Baptist. 


There wil be services at the Sixth 


Street Baptist church on Sunlay morn- 
ing at 10:30 o'clock and in the even- 
ing at 7:30 o'clock by Elder J. M. 
Struble of Knox couty. All are invited. 


United Brethren. 


.Sabbath school, 9:30; preaching, 10.30 
and 7.30. 
Morning text: "And He 


shall spread forth His hands in the 
mdist of them, as he that swimmith 
spreadeth forth his hands to swim." 
Isa. 25:11. 


Xigat—"At evening time It shall be 


light" Zech. 14:7. 


2:30—Meeting of Junior Y. P. C. U. 
7:30—Meeting of Senior Y. P. C. TJ. 
This wil be the pastor's last Sunlay 


until the fourth of September. 


Central Church of Christ. 


Bible school will begin promptly at 


9:15. The Lord's supper at 10:30, fol- 
lowed by sermon. Evening service at 
7:30. The pastor has returned from 
his outing and will preach at both ser- 
vices. Twenty minute sermons. Jun- 
ior Endeavor at 3 o'clockl Senior En- 
deavor at 
6.15. 
Prayer 
meeting 


Wednesday, 7:30. Teachers' meeting 
Friday, 7:30. All are cordially invited 
to meet with us. Come. 


East Main Methodist. 


East Main Street Methodist Episco- 


pal church, T. W. Locke, pastor. Sun- 
doy school atj 9:15. Public preaching 
at 10:30 and 7:30. Morning subject. 
"Lessons Drawn from Worldly Pru- 
dence." JEvening, "Watch-dogs that 
Connot Bark." The second in the se- 
ries of short sermons op strange sub 
jects. The choir will be supplemented 
by male quartet. Junior League meet- 
ing at 2:30. Epworth League devo- 
tional meeting 6:30. Prayer meeting 
Wednesday evening at 7:30. 


First M. E. Church. 
^v. 


The pastor, Rev. S. C. Sparks, will 


preach morning and evening. 
Class 


meeting 8:15; Sunday school 9:15; Ep- 
worth League t!:30 p. m. Prayer 
meeting Wednesday evening. 


Second Presbyterian. 


Prof. C. S. Wiliams will preach Sun- 


day morning t.c 10 o'clock. Sunday 
school at 11:30. No evening service. 
Wednesday evening prayer meeting at 
the usual time. 


First Presbyterian. 


Morning"worship at 10. Subject, "A 


Known Secret." Sabbath school at 
11:30. Junior Endeavor 
at 5. En- 


deavor prayer meeting at 6:30. Sub- 
ject, "God's Guiding Hand, in Our 
Lives." Leader 
W. 
Q. Graef. No 


evening service. 


At the Y. M. C. A. 


Tomorrow afternoon at 3 o'clock in 


the Y. M. C. A. rooms, Prof Wiliams 
continues his most interesting discus- 
sion of the Sermon on the Mount. The 
class lasts one hour and after that 
lemonade is served and a social hour 
enjoyed b yall. All men invited. No 
cooler place in the town to spend se 
eral hours Sunday afternoon. 


Cential City. 


Preaching will be held at the East 


Union school house. Lista Seil of Grau- 
ville will sing. All are invited 


Salvation Army. 


29 1 2 South Third street, Adjutant 


and Mrs. Brindley commanding. Sun- 
day school 10-30; Christian praise 
meeting 3 p. m.: outer darkness S p. in. 
M«nJay evening 8 p m . Captain and 
Olthol cf Zane&villo will have charge. 


AUDITORIUM 


TRUSTEES SECURE AN ORCHES- 


TRA FOR THE COMING SEASON 


ueared Smith Will Provide an Or- 


ganization of Nine Pieces for 


Theatrical Season. 


At a meeting of the board of tru?- 


tess of the Memorial Auditorium held 
on Friday night, the board was rep- 
resented by Messrs. EdvUid 
KiHer, 


Judge Rees. Georse A. Ball, J. F 
Hartshorn and H. C. Bostwick. 


The most important business was 


the engagement or Smith's orchestra 
of nine pieces for the enduing year 
Mr. Sm'th is expected to furnish the 
;iest orchestra that the 
Auditorium 


has ever had 
It is larger by two 


pieces than the orchestra of the past 
two years 


The board decided to erect a ticket 


Stand for the gallpry and have the gal- 
lery entrance and exit on the alley, si 
that gallery tickets will be sold sep- 
arate from other parts of the hoiiso. 


The board ordered 
the first ilo"r 


ticket office repainted. 


Saturday Night Specials 


At the Jewelry and Notion Departments. 


Waist Sets. 


About 100 Blouse and Waist 


Sets 4 and 5 piece sets in gun 
metal, dutch silver and dutch 
gold, all the odds and ends from 
the season sell tonight 
fS/7j> 


Fan*. 


Ivory and wood sticks, a beau* 


tifui lot of fans in ivory and 
wood sticks, plain bolting or 
fancy covers. 
Trimmed c e n- 


ter all at just 


Also a Special Lot of Notions Will be Put on Sale 
flt About One-Half Regular Price 
For Tonlflht 


At kace Dep't-Ladies* Collar and CuTf set* 


White embroidered in light blue and pastell shades, 50c 
values tonight 
-- 


re' 


NEWARK JSIG-DEPARTMENT JTORE 


FREE LECTURES 


On Timely Topics ifelating to the 


Great Divine Plan of the Ages. 


Will begin each Sunday from 2 to 


4 p in., in northeast basement room of 
courthouse. 


All are cordially invited to attend 


these \ery interesting and instructive 
Bible chart talks. 


These lectures will be illustrated 


with a large chart and will include the 
following subjects: 


"The One True Church." 
"The Great, Commission." 
"The 
Coming Mediatorial King- 


dom." 


"The Kingdom Cometh Not With— 


—Observation." 


"False Views and Misconceptions." 
"The Oath-Bound Covenart." 
"The Poet's Dream—"T'ne Golden 


Age.'" 


"God's Eternal Purpose." 
"A So&pel of Glad Tidings." 
"Present Privileges and 
Oppcrfcuni 


ties." 


•;The Sure Word of Prophecy." 
"What Is Truth?" 
23-&61 


MINSTRELS. 
~~ 


The great Barlow Min&trels tomor- 


row. 
6-lt 


TflOS. U. SITES 


Favors Purchase of the Present Water 


System Providing the Tests 


are Satisfactory. 


(Communicated.) 


As there has been a great deal said 


and written in the last year pro and 
con in regard to whether the city shall 
buy the old water ".vorks or not, I for 
one think and believe, taking every- 
thing into consideration, that the 
test thing for the city to do is to pur- 
chase t*« rM p'ant if the pipes are 
in good condition and buildings and 
machinery are in good repairs. The 
company, if seems to me, offer the fair 
thing. They say the city can appoint 
one person and they another and these 
two a third person and tl-cy car have 
the pipes uncovered anywhere al the 
wateir company's cost. 
In fact, th-3 


water works company agree to pay all 
the costs and expenses of a critical ex- 
amination of the whole plant. If we 
build a new plan* our 
nice paved 


streets will all be tern up for prob- 
ably a pear or two and they will nev- 
er be put in as good condition as they 
were before the tear-up. 
I think if 


this question was submitted to a vote 
of the citizens the buying of the old 
1'iant would carry by a very large ma- 
jority. The wat°r- is the best in the 
slate and the fire pressure the strong- 
est. We have 30 or 40 pounds more 
rressure than either Zanes1 il!e or Co- 
lumbus, 
lumbus. 
Rerpecitfully, 


S. IT. SITES 


Fine Plums. 


The editor of The 
Advocate ac- 


knowle^es rhe receipt of a couplo of 
1-asketsof \ery 
fine 
plums, 
whicii 


were the g'ft of Mr. L. D. Seward, the 
well-known fruit grower of Newton 
township. The plums are named Red 
June and Abundance, and are of the 
Japan varieties. 


Mr. Seward is one1 of the most up- 


tc-dats and successful friik growers in 
this part of Ohio. 


THE W. C. T. U. 


' The last meeting of the W C. T. IT. 
was held in the First M. E. church and 
v.as called to oirclf-r at 2-30 o'clock, 


Mrs. Johnson led the devotionals and 


lead the beautiful lesson found in the 
lifteenth chapter of St. John. 
After 


singing and prayer the business part 
cf the meeting wad taken uj/. 


This being the first meeting in the 


month the members responded to their 
names by quoting a verse of scripture 
or hymn, after "which the minutes of 
the preceding were rea'l and approved. 


Quite a number of the superintend- 


ents of the Different departments were 
l-resent and made their reports. 


Mrs. Metz has returned from her 


trip to the \Vorld "s Fair, and gave an 
interesting talk. 


Mrs Upham, vice president, who has 


V.ten visiting in Detroit 
for several 


weeks, was present and all were glad 
to greet her again. 


Miss Mears, the matron at the Res- 


cue Home, gave a satisfactory report 
of this branch 
of 
the work. 
Miss 


Mears has revved faithfully and well 
in this work, notwithstanding her frail 
constitution. She is to enter into the 
work on a much larger scale in the 
city of New York, and will depart soon 
for her new field of laFor. She says 
that this work is not what ffie world1 


would smile upon, j-et the Joy and 
peace that co-nes in giving her life 
for others, far surpasses anything that 
this world can gi^e. 


MR. ICKES 


Says His Desire Was to 
Nominate 


Good Man Who Could Be 


Elected." 


'(Communicated.) 


You were in error in 'your issue ot 


yesterday in saying the congressional 
contest at New Philadelphia was a fac- 
tional affair. This is wrong, as Mr. 
Meek and Mr. Smyser are both, recog- 
nized as Foraker men, and both have 
afliliated with that faction. My desire 
was to see, a good man nominated who 
would not prove an incubus to the Re- 
publican county ticket, and not be- 
cause any rr.an was an adherent to any 
faction. I simply sought to nominate 
the best man and one who, I believe, 
could be elected. 


Respectfully 


J. M. Ickes. 


FRANK BECKFORD'S CHILD. 


The seven-months-old child of Frank 


Beckford of Mary Ann township, died 
Friday afternoon at 4 o'clock and was 
buried Saturday afternoon at 3 in 
Barnes cemetery. 


Read the Advocate Want Column. 


Prepared 
,, 


under GERMAN 
taws, 


is Excellent for 


BOUT, SPRAINS; 
Lameness, Rheumatism, etc. 


OR. RICHTER'S WorU-RMMWM* 


"ANCHOR" 


PAIN EXPELLER. 


jKone genuine without Trade Hark 


What one physician out of numy te»tfl»tsi 
/ 
HewYorh.Oct.30thl897. 


Or RichterVANCHORPAIN 


EXPELLER'will be found good 
in Chronic Rheumatism andj 
f or thspein of strained te 


|25c.widWc.at«IldruRl«tlortbnwf(l| 


Jmiqgitl*, Jfmiti 


ADVOCATE 


SATURDAY, AUGUST 6, 1904. 


MRS. ELEPHANT THOUGHT IT WAS LOONEY 
ALL RIGHT 


Gee FBI. L otvr.' tvf toe 


ige*, by T. C. McClure.). 


__., 
Nmsr^LvflREHiVE* OT> 


SMON SIMPLE TRIES THE WATER CURE ON THE COP 


GODM IM 


MAKlMARiMGE 


"THE FIRST 


(Copyrijht. 1904. by T. C. McClure.) 
((All rights reserved.) 


HERR SPIEGLEBURGER FINDS DOT KINDNESS DON'T PAY NOT! 


HA! HA!1 


A STAR. IT 


DOT HE FOLLOW* MC 
UNO l«*AN TIE 
DYNAMITE TO 


TUB 


* WANT TO ON M6 


I I V BUT TOUUU 


O UDT// 


OH! MY!!!/. 


PETE 
GETS 
THE LAST LAUGH 


Jk- 


HA! HA1! MA! 


BUT i T w/^s 
PETE THIS 


MRS. OSTRICH 16RUN( 
HER, T O f s i 
YOO SC 


on 
SCOT 


OOT 


WATCH 


HA! HA!.' HA.'.V 
DID YOU WATCH 
IT ? THIS |9 I 


A THE -TIME ITS! 
'VO N H I M 
^X 
IT UP!! -YOORSI 


(Copyright, 1904, by T. C. McClurO 


HOW WOULD YOU LIRE TO BE JOHN? 


5AIO 


UIV1NG THAT 


PlClk HEFl POCK-ET! 
THE Oi,O 


y^iVu JUST 
( PIKCH HER 
N. 
dAG 


.THEY'VE AT 
CAUC.HT JOHN; 
THE 


S JOHN! IJ.i.1 


BET HE'S SEEN UP 
TO 


MI5CKJE.F.1 


M GLAD 
XOU COT 


KIM 
OFFICER; 


COME ALONG : 


CAM TELu 


DAT TO DE 


JUDGE.' 
C 


UE'S A PICKPOCKET 
TTHAT'S MY BAG 
POUICE!\i 


HAlHA! 
BOUNCEFOILED AGAIN 


YOU LEAVE 
n 


AT LAST! 
HERE60ES 
MIS WINDPIPE! 
j 


TO E»»VE TO 
THE BOTTOT1 


THE LAKE 


AND LOOK 
TREASURE:. 
NOW DON'T*—* 
FORGET TO PUMP} 
PLENTY OF A»R. 


THE 


HOPE AND 
TUBE; HE 
MUST5E 
AT THE 
BOTTOM NOW. 


JUST AS) 


I EXPECTED 


6ET 


so GAY AND 
JOYFUL. 


1 DIDNT FIND 
ANYTHING DOWN 
THERE BUT A LOT 


OF MIM Af 
i LAST' 


YouV SETTER 


LOOK OUT OR 
THEVl.1 EAT 


YOU UP. 


FESTIVITIES 


^r^ttr 
FOILED 
AGAIN! 
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77ze Teasers***Bobby 
Tries Another Fly at the f&ds 


TU. POT nr 
THEY 


ARC OUT5IDE 
ThE WINDOW 


HA(STICKY FLY 1 


, yvONOER 


I COULDN'T 


HAVE SOME FUN 
WITH THE KIDS 
I WITH IT* 


HA!HA!HE 
TRIED TO 
?UT THAT 
.ON OS. 


I'll PUT UP 
Wt?ARASO 
do HE CAN'T 


BOBBYc 
W«tt NEED 
A NEW PACE 


LOOKOUT 
OUCH.1 MY 
FACE 15 COM 


OFF 


WITH -IT! 


WHAT ARE 
' 
WHAT YOU'RE 


